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TITLE 5—ADMINISTRATIVE 
PERSONNEL 

Chapter I—Civil Service Commission 

Part 6—Exceptions From the 
Competitive Service 

NATIONAL MILITARY ESTABLISHMENT 

Under authority of § 6.1 (a) of Execu¬ 
tive Order 9830, and at the request of 
the National Military Establishment, the 
Commission has determined that the 
positions assigned exclusively to Com¬ 
munications Intelligence Activitites 
should be excepted from the competitive 
service under Schedule B. Effective 
upon publication in the Federal Register, 
a new § 6.217 is added as follows: 

§ 6.217 National Military Establish - 
ment —(a) Office of the Secretary of 
Defense . (1) Positions assigned exclu¬ 

sively to Communications Intelligence 
Activities. 

(R. S. 1753, sec. 2, 22 Stat. 403; 5 U. S. C. 
631, 633. E. O. 9830, Feb. 24. 1947, 12 
F. R. 1259; 3 CFR, 1947 Supp. E. O. 9973, 
June 28. 1948, 13 F. R. 3600, 3 CFR, 1948 
Supp.) 

United States Civil Serv¬ 
ice Commission, 

[seal] Harry B. Mitchell, 

Chairman . 

[P. R. Doc. 49-8109; Piled. Oct. 7, 1949; 
8:49 a. m.) 


TITLE 6—AGRICULTURAL CREDIT 

Chapter IV—Production and Market¬ 
ing Administration and Commodity 
Credit Corporation, Department of 
Agriculture 

Subchapter C—loans, Purchases, and Other 
Opeiations 

11949 Turkey Bulletin 1 ] 

Part 649— Poultry 

SUBPART—1949 TURKEY PRICE SUPPORT 
PROGRAM 

This bulletin states the requirements 
with respect to the 1949 turkey price sup¬ 
port program formulated by Commodity 
Credit Corporation (hereinafter referred 
to as CCC) and the Production and Mar¬ 
keting Administration (hereinafter re¬ 
ferred to as PMA). The program will 


be carried out by PMA under the general 
supervision and direction of the Man¬ 
ager, CCC. Purchases will be made, in 
accordance with this bulletin and appli¬ 
cable purchase announcements, of fro¬ 
zen New York dressed young turkeys 
produced and processed in the conti¬ 
nental U. S. 

Sec. 

649.101 Administration. 

649.102 Availability of program. 

649.103 Producers. 

649.104 Eligible vendors. 

649.105 Eligible turkeys. 

649.106 Approved forms. 

649.107 Preparation of forms. 

649.108 Liens. 

649.109 Purchase and delivery. 

649.110 Inspection. 

649.111 Transfer of title. 

649.112 Price schedule. 

649.113 Settlement. 

649.114 PMA Commodity Offices and Area 

Representatives, Poultry Branch, 
PMA. 

Authority: §5 649.101 to 649.114 Issued 
under sec. 4 (d). Pub. Law 806, 80th Cong. 
Interpret or apply secs. 4 (g), 5 (a), Pub. 
Law 806, 80th Cong., sec. 1 (b), Pub. Law 
897, 80th Cong. 

§ 649.101 Administration, This pro¬ 
gram will be carried out by the PMA 
Poultry Branch, other appropriate 
branches of PMA in Washington, D. C., 
and PMA Commodity Offices in the field. 

$ 649.102 Availability of program. 
Purchases may be made only at public 
or private warehouses in the U. S. which 
have been approved for the storage of 
frozen poultry by PMA, during the pe¬ 
riod August 1, 1949, through December 
31, 1949, and during July 1950, in such 
quantities as are deemed necessary to 
accomplish the purpose of this program. 

§ 649.103 Producers. A producer 
within the meaning of this program shall 
be any individual, partnership, associa¬ 
tion, cooperative, or other legal entity 
who produced turkeys in 1949. Any per¬ 
son having possession of turkeys less 
than 90 days prior to the date on which 
turkeys were slaughtered, shall not be 
considered as a producer under this 
program. 

§ 649.104 Eligible vendors, (a) In 
1949, purchases may be made from pro¬ 
ducers, producers’ agents, cooperative 
organizations or from dealers (including 
(Continued on next page) 
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processing firms). In July 1950, pur¬ 
chases may be from cooperative organi¬ 
zations, which took title to the turkeys 
in 1949, or from dealers (including proc¬ 
essing firms). Vendors must agree to 
furnish certifications in accordance with 
paragraph (b) of this section. 

(b) Vendors contracting for a par¬ 
ticular plant shall, unless they are pro¬ 
ducers, certify that producers received 
prices on all turkeys purchased by such 
vendors from producers, not less than 
the announced prices for live turkeys of 
the grade and weight, and for the month 
purchased, from August 1 to the contract 
delivery date, and for the plant under 
contract. Vendors, offering turkeys 
which were purchased from other than 
producers, shall have available certifi¬ 
cates of the prices producers received. 
If the vendor contracting for a particu¬ 
lar plant is a cooperative organization 
which took title to turkeys when acquir¬ 
ing them from producers, it shall certify 
that in 1949 it paid advances or gave 
credit to producers on its records for a 
total amount which was not less than 
the announced producer prices for live 
young turkeys of the grade and weight, 
and for the month in which the coopera¬ 
tive acquired the turkeys. If the tur¬ 
keys are purchased by the vendor from 
producers on a dressed basis, then the 
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vendor shall certify that the producer 
received prices which reflected the an¬ 
nounced live prices. 

§ 649.105 Eligible turkeys. Any 
fresh frozen New York dressed young 
turkeys produced In the continental U. S. 
of U. S. wholesale Grade B or better, 
packed in approved wooden boxes, and 
which were procured from producers 
after July 31. 1949. but not later than 
December 31,1949, will be purchased un¬ 
der this program. 

§ 649.106 Approved forms. The ap¬ 
proved forms consist of “Purchase Con¬ 
ditions of Frozen Dressed Young Tur¬ 
keys, PY-53a;” “Offer of Sale, PY-53b;” 
“Certificate of Ownership, PY-53c;” 
“Standard Contract Conditions, PMA- 
100,“ except articles excluded by PY- 
53a; which, together with Announce¬ 
ment PY-53, “Purchase of Frozen Dressed 
Young Turkeys” and any supplements 
and amendments thereto, govern the 
rights and responsibilities of the vendor. 
All necessary forms can be obtained from 
the Poultry Branch, Production and 
Marketing Administration in Washing¬ 
ton, or from the Poultry Branch Area 
Representatives as listed in § 649.114. 

§ 649.107 Preparation of forms. Form 
Number PY-53b “Offer of Sale” is to be 
prepared by the vendor. An original and 
4 copies will be submitted to the Opera¬ 
tions Division, Poultry Branch, PMA, 
U. S. Department of Agriculture, Wash¬ 
ington, D. C. not later than noon e. s. t. 
Wednesday, August 3, 1949, or any Wed¬ 
nesday thereafter until December 28, 
1949, and on July 5. 12, 19 and 28. 1950. 
Offers will be subject to acceptance not 
later than midnight e. s. t. of the Friday 
immediately following the Wednesday 
offering date, by the filing of a telegram. 
An executed copy of Form PY-53b will 
be subsequently mailed to the vendor. 

§ 649.108 Liens. If liens or encum¬ 
brances exist on the turkeys, proper 
waivers must be obtained. 

§ 649.109 Purchase and delivery, (a) 
Purchases of all turkeys will be made 
directly by CCC at announced prices on 
a written offer and acceptance basis. 
Purchases will be made for delivery at 
approved public or private warehouses 
with all storage cost, including in and 
out handling charges, paid by the vendor 
up to and including the next expiration 
date subsequent to the contract delivery 
date or the date of transfer of title, 
whichever is later. All deliveries will be 
in carlot quantities. More than one 
grade and class may be delivered in each 
carlot, but each carlot shall contain not 
more than 30 percent U. S. wholesale 
Grade B turkeys by weight, exclusive of 
any tolerance of individual Grade B tur¬ 
keys in the U. S. wholesale Grade A lots. 

(b) During the period August 1 
through December 31,1949, CCC will pur¬ 
chase from vendors turkeys procured 
from producers during this period. Be¬ 
tween July 1 and July 31. 1950, CCC will 
purchase young turkeys in storage which 
were procured from producers between 
August 1 and December 31, 1949. All 
contracts will provide for cancellation 
within 10 days of the contract delivery 
date at the option of the vendor. 


§ 649.110 Inspection. All dressed 
turkeys purchased in accordance with 
this program shall be graded after the 
birds have been frozen, by authorized 
Graders of U. S. Department of Agri¬ 
culture, and the grades and weights shall 
be evidenced by Terminal Market Poul¬ 
try Grading Certificates Issued by them 
and dated no earlier than 30 days prior 
to the contract delivery date, that is. the 
date on which the turkeys must be ready 
for delivery. 

§ 649.111 Transfer of title. On, or 
not later than 7 days after the contract 
delivery date, the vendor will be notified 
by the appropriate PMA commodity 
offices to transfer title to CCC during a 
10-day period beginning on the date of 
the “Notice to Deliver”. 

§ 649.112 Price schedule —(a) Zone 
differentials. Regional prices for live 
and dressed turkeys are established for 
the following zones: 

Zone I. Prices for Zone I are shown be¬ 
low. Washington, Oregon. California, Idaho, 
Arizona, New Mexico. Oklahoma. Texas, Mon¬ 
tana, Nevada, Wyoming, Utah, Colorado, 
Arkansas, and Louisiana. 

Zone II. Prices in Zone II shall be 0.75 
cents per pound above prices in Zone I. 
North Dakota, South Dakota, Nebraska, 
Kansas. Minnesota, Iowa. Missouri, Missis¬ 
sippi, Alabama, Georgia. South Carolina, and 
Florida. 

Zone III. Prices in Zone III shall be 1.5 
cents per pound above prices in Zone I. 
Wisconsin, Michigan, Illinois, Indiana, Ohio, 
Kentucky, Tennessee. West Virginia. Virginia, 
Maryland, District of Columbia, and North 
Carolina. 

Zone IV. Prices in Zone IV shall be 2.25 
cents per pound above prices in Zone I. 
Maine, New Hampshire, Vermont, New York, 
Massachusetts, Connecticut. Rhode Island, 
Pennsylvania, and New Jersey. 

(b) Support prices to producers. Pro¬ 
ducer prices in Zone I for Grade A 1 live 
young turkeys, August 1, 1949, through 
December 31, 1949.* * 


ICcnts per pound] 


Weight class 

Aug. 

1940 

Sept. 

1940 

Oct. 

1949 

Nov. 

1040 

Dec. 

1949 

Under 18 lb. 

34. .V) 

34. 75 

35.00 

35.25 

35. 2ft 

18 up to 22 lb. 

31.2ft 

31.50 

31.75 

32.00 

32.00 

22 up to 24 lb. 

27.7ft 

28.00 

28.2ft 

28. ftO 

28.50 

24 lb. and over_ 

25.00 

23.25 

25.50 

25. 75 

25.75 


(c) CCC paying prices. Paying prices 
in Zone I for Grade A 1 dressed young 
turkeys packed in approved wooden 
boxes and frozen, f. o. b. point of delivery, 
purchased by CCC in the period Au¬ 
gust 1, 1949, through December 31, 1949, 
and during July 1950.* 


* Grade B prices will be 3.0 cents per pound 
lower. 

* Vendors must certify that they paid pro¬ 
ducers no less than the above prices for all 
turkeys of the grades specified, procured 
from producers within each of the months 
indicated from August 1, 1949, to the con¬ 
tract delivery date. 

*The above prices for dressed turkeys de¬ 
pend on the month which includes the con¬ 
tract delivery date except when such date 
occurs in January or August 1950. in which 
case the preceding month’s prices apply. 


[Cents per pound] 


Weight class 

Aug. 

1940 

Sept. 

1940 

Oct. 

1949 

Nov. 

1949 

Dec. 

1040 

July 

1050 

Under 16 lb._ 

10 up to 20 1b 
201b. up to 22 lb. 
22 lb. and over.. 

45. fi7 
41.75 
37. 7ft 
34.25 

40.00 
42.00 
38.00 
34.50 

40.25 
tf.2! 
38. 2ft 
34.7ft 

46.50 
42. Srt 

38.50 
35.00 

40.50 

42.50 
38. ftp 
36.00 

48.00 
44.00 
40. on 
30. 50 


§ 649.113 Settlement. Payment will 
be made to the vendor upon submission, 
to the appropriate PMA Commodity Of¬ 
fice, of properly executed “Public 
Voucher” (Form CCC-125), original and 
four copies, supported by; (a) the origi¬ 
nal and one copy of a statement certify¬ 
ing as to prices paid to producers or 
the original and one copy of Form 53c 
“Certificate of Ownership”; (2) the orig¬ 
inal and two copies of the “Federal 
Terminal Market Poultry Grading Cer¬ 
tificate” (prepared by USDA); (3) the 
original notice to deliver; and (4) a re¬ 
ceipt. signed by the warehouseman, evi¬ 
dencing acceptance of the turkeys from 
the vendor for the account of CCC, or 
other evidence of valid transfer of title. 

§ 649.114 PMA Commodity Offices 
and Area Representatives , Poultry 
Branch, PMA. The PMA Commodity 
Offices and Poultry Branch, PMA, area 
representatives, and the areas served by 
them are shown below. 

(a) PMA Commodity Offices. 

449 West Peachtree Street, Atlanta 3, Ga.: 
Alabama, Florida. Georgia. Kentucky, Mis¬ 
sissippi, North Carolina, South Carolina, Ten¬ 
nessee. Virginia. 

623 South Wabash Avenue. Chicago 5, Ill.: 
Illinois, Iowa, Indiana. Michigan, Ohio. 

Santa Fe Building. 1114 Commerce Street. 
Dallas 2. Tex.: Arkansas, Louisiana, New 
Mexico, Oklahoma, Texas. 

Postal Building, 802 Delaware Avenue, 
Kansas City 6. Mo.: Colorado, Kansas, Mis¬ 
souri. Nebraska, Wyoming. 

328 McKnight Building. Minneapolis 1, 
Minn.: Minnesota, Montana, North Dakota, 
South Dakota, Wisconsin. 

67 Broad Street, New York 4, N. Y.: 
Connecticut, District of Columbia, Delaware. 
Maine, Maryland. Massachusetts. New Hamp¬ 
shire, New Jersey, New York. Pennsylvania, 
Rhode Island, Vermont, West Virginia. 

Eastern Building. 515 Southwest Tenth 
Avenue, Portland 5, Oreg.: Idaho, Oregon, 
Washington. 

30 Van Ness Avenue. 8^n Francisco 2, 
Calif.: Arizona, California, Nevada, Utah. 

(b) PMA Poultry Branch Area Repre¬ 
sentatives. 

Addresses and Areas Served 

Harry Wise, Area Representative, Poultry 
Branch USDA, Production and Marketing 
Administration. 449 West Peachtree Street 
Northeast, Atlanta 3, Ga.: Alabama. Florida, 
Georgia. Kentucky, Mississippi, North Caro¬ 
lina. South Carolina. Tennessee, Virginia. 

Charles D. Hawks, Acting Area Representa¬ 
tive. Poultry Branch USDA, Production 
and Marketing Administration, 623 South 
Wabash Avenue, 7th Floor, Chicago 5, Ill.: 
Illinois, Iowa, Indiana, Minnesota, Missouri, 
Michigan. Nebraska, North Dakota, Ohio, 
South Dakota, Wisconsin. 

Claude M. Evans. Area Representative, 
Poultry Branch USDA, Production and 
Marketing Administration, 1114 Commerce 
Street. Room 309, Dallas 2. Tex.: Arkansas, 
Colorado, Kansas, Louisiana. New Mexico, 
Oklahoma, Texas. 

Paul C. Adams, Area Representative. Poul¬ 
try Branch USDA, Production and Marketing 
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Administration, 30 Van Ness Avenue, Ban 
Francisco 2. Calif.: Arizona, California, Idaho, 
Montana. Nevada, Oregon, Utah, Washington, 
Wyoming. 

Brian T. Cunningham, Area Representa¬ 
tive, Poultry Branch USDA, Production and 
Marketing Administration, 641 Washington 
Street, Room 956, New York 14. N. Y.: Con¬ 
necticut, Delaware, Maine, Maryland, Massa¬ 
chusetts, New Hampshire, New Jersey, New 
York, Pennsylvania, Rhode Island, Vermont, 
West Virginia. 

Issued this 5th day of October 1949. 

f seal] Elmer F. Kruse, 

Manager, 

Commodity Credit Corporation. 

Approved: 

Ralph S. Trigg, 

President, 

Commodity Credit Corporation. 

[F. R. Doc. 49-8119; Filed. Oct. 7, 1949; 

8:51 a. m.| 


TITLE 7—AGRICULTURE 

Chapter IX—Production and Mar¬ 
keting Administration (Marketing 
Agreements and Orders), Depart¬ 
ment of Agriculture 

| Orange Reg. 295, Arndt. 1] 

Part 966— Oranges Grown in California 
and Arizona 

limitation of shipments 

Findings. (1) Pursuant to the pro¬ 
visions of Order No. 66 i7 CFR, Part 966) 
regulating the handling of oranges grown 
in the State of California or in the State 
of Arizona, effective under the applicable 
provisions of the Agricultural Marketing 
Agreement Act of 1937, as amended, and 
upon the basis of the recommendation 
and information submitted by the Orange 
Administrative Committee, established 
under the said order, and upon other 
available information, it is hereby found 
that the limitation of the quantity of 
such oranges which may be handled, as 
hereinafter provided, will tend to ef¬ 
fectuate the declared policy of the act. 

(2) It is hereby further found that it 
is impracticable and contrary to the pub¬ 
lic interest to give preliminary notice, 
engage in public rule making procedure, 
and postpone the effective date of this 
amendment until 30 days after publica¬ 
tion thereof in the Federal Register <60 
Slat. 237; 5 U. S. C. 1946 ed. 1001 et seq.) 
because the time intervening between the 
date when information upon which this 
amendment is based became available 
and the time when this amendment must 
become effective in order to effectuate the 
declared policy of the Agricultural Mar¬ 
keting Agreement Act of 1937, as 
amended, is insufficient; and this 
amendment relieves restrictions on the 
handling of oranges grown in the State 
of California or in the State of Arizona. 

Order, as amended. The provisions in 
paragraph (b) (1) (i) of § 966.441 (Or¬ 
ange Regulation 295, 14 F. R. 5988) are 
hereby amended to read as follows: 

(i) Valencia oranges. (a) Prorate 
District- 1, no movement; (b Prorate 


District No. 2, 1150 carloads; (c) Pro¬ 
rate District No. 3, no movement. 

(48 Stat. 31. as amended; 7 U. S. S. 601 
et seq.; 7 CFR, Part 966) 

Done at Washington, D. C., this 7th 
day of October 1949. 

[ seal 1 S. R. Smith, 

Director , Fruit and Vegetable 
Branch . Production and Mar - 
keting Admijiistratiori. 

(F. R. Doc. 49-8154; Filed, Oct. 7, 1949; 
11:34 a. m.J 


(Orange Reg. 296] 

Part 966— Oranges Grown in California 
and Arizona 

limitation of shipments 

§ 966.442 Orange Regulation 296 —(a) 
Findings. (1) Pursuant to the provi¬ 
sions of Order No. 66 (7 CFR, Cum. Supp., 
S66.1 et seq.) regulating the handling of 
oranges grown in the State of California 
or in the State of Arizona, effective under 
the applicable provisions of the Agricul¬ 
tural Marketing Agreement Act of 1937, 
as amended, and upon the basis of the 
recommendation and information sub¬ 
mitted by the Orange Administrative 
Committee, established under the said 
order, and upon other available informa¬ 
tion, it is hereby found that the limita¬ 
tion of the quantity of such oranges 
which may be handled, as hereinafter 
provided, will tend to effectuate the de¬ 
clared policy of the act. 

(2) It is hereby further found that it 
is impracticable and contrary to the 
public interest to give preliminary notice, 
engage in public rule-making procedure, 
and postpone the effective date of this 
section until 30 days after publication 
thereof in the Federal Register <60 Stat. 
237: 5 U. S. C. 1001 et seq.) because the 
time intervening between the date when 
information upon which this section is 
based became available and the time 
when this section must become effective 
in order to effectuate the declared policy 
of the Agricultural Marketing Agreement 
Act of 1937, as amended, is insufficient, 
and a reasonable time is permitted, under 
the circumstances, for preparation for 
such effective date. 

(b) Order. (1) The quantity of 
oranges grown in the State of California 
or in the State of Arizona which may be 
handled during the period beginning at 
12:01 a. m., P. s. t., October 9, 1949, and 
ending at 12:01 a. m., P. s. t., October 
16, 1949, is hereby fixed as follows: 

(1) Valencia oranges . (a) Prorate 

District No. 1: No movement; 

(b> Prorate District No. 2: 1,150 car¬ 
loads; 

(c) Prorate District No. 3: No move¬ 
ment. 

(ii) Oranges other than Valencia 
oranges, (a) Prorate District No. 1: No 
movement; 

(b) Prorate District No. 2: No move¬ 
ment; 

(c) Prorate District No. 3: No move¬ 
ment. 

(2) The prorate base of each handler 
who has made application therefor, as 


provided in the said order, is hereby 
fixed in accordance with the prorate 
base schedule which is attached hereto 
and made a part hereof by this reference. 

(3) As used in this section, “handled,” 
“handler." “carloads," and “prorate 
base" shall have the same meaning as 
is given to each such term in the said 
order; and “Prorate District No. 1," 
“Prorate District No. 2,” and “Prorate 
District No. 3" shall have the same mean¬ 
ing as is given to each such term in 
§ 966.107 (11 F. R. 10258) of the rules 
and regulations contained in this part. 

(43 Stat. 31, as amended; 7 U. S. C. 601 
et seq.) 

Done at Washington, D. C. t this 7th 
day of October 1949. 

[sealI S. R. Smith. 

Director. Fruit and Vegetable 
Branch, Production and Afar- 
keting Administration. 

Prorate Base Schedule 

(12:01 a. m. Oct. 9. 1949, to 12:01 a. m. Oct. 

16, 1949) 

VALENCIA ORANGES 

Prorate District No. 2 

Prorate base 


Handler ( percent) 

Total.. 100.0000 


A. F. G. Alta Loma.1148 

A. F. G. Corona_ . COOO 

A. F. G Fullerton. .9831 

A. F. G. Orange- . 4355 

A. F. G. Riverside.1231 

A. F. G. San Juan Capistrano_ . 6617 

A. F. G. Santa Paula__ . 5456 

Hazeltine Packing Co_ .4780 

Placentia Pioneer Valencia Growers 

Association_ .7125 

Signal Fruit Association_ .1064 

Azusa Citrus Association_ .6325 

Damerel-Alllson Co_ .8315 

Glendora Mutual Orange Associa¬ 
tion.... 3919 

Puente Mutual Orange Association. . COOO 
Valencia Heights Orchard Associa¬ 
tion. .5161 

Covina Citrus Association_ 1.3083 

Covina Orange Growers Associa¬ 
tion.. .7383 

Glendora Citrus Association_ .3193 

Glendora Heights Orange & Lemon 

Growers Association_ . COOO 

Gold Buckle Association_ . OCOO 

La Verne Orange Association_ . 6873 

Anaheim Citrus Fruit Association. 1.4879 
Anaheim Valencia Orange Associa¬ 
tion. 1.1831 

Eadington Fruit Co., Inc_ 3. 0825 

Fullerton Mutual Orange Associa¬ 
tion_ 1.8181 

La Habra Citrus Association_ .9419 

Orange County Valencia Associa¬ 
tion_ .4369 

Orangethorpe Citrus Association_ . 92C9 

Placentia Cooperative Orange Asso¬ 
ciation_ 1.3113 

Yorba Linda Citrus Association, 

The... . 7C73 

Escondido Orange Association_ .C000 

Alta Loma Heights Citrus Associa¬ 
tion... . 0709 

Citrus Fruit Association_ . 1900 

Cucamonga Citrus Association_ .1081 

Rialto Heights Orange Association. .C591 

Upland Citrus Association_ .5157 

Upland Heights Orange Associa¬ 
tion- .1381 

Consolidated Orange Growers_ 2. 2916 

Frances Citrus Association_ 1.1733 

Garden Grove Citrus Association.. 1.8168 
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Prorate Base Schedule —Continued 
Valencia oranges —continued 
Prorate District No. 2 —Continued 

Prorate base 


Handler ( percent) 

Goldenwest Citrus Association_ 1. 3280 

Irvine Valencia Growers_ 2. 8429 

Olive Heights Citrus Association_ 2.1070 

Santa Ana-Tustin Mutual Citrus 

Association_ . 9966 

Santiago Orange Growers Associa¬ 
tion .. 4.6484 

Tustln Hills Citrus Association_ 1.9150 

Villa Park Orchards Association, 

The..... 2. 1208 

Bradford Brothers, Inc_ . 7559 

Placentia Mutual Orange Associa¬ 
tion _ 2.0898 

Placentia Orange Growers Associa¬ 
tion. 2.5614 

Yorba Orange Growers Association- . 6452 

Call Ranch.. 0648 

Corona Citrus Association_ .6345 

Jameson Co_ . 0546 

Orange Heights Orange Association- . 5602 

Cra fton Orange Growers Associa¬ 
tion _ .0000 

East Highlands Citrus Association.- . 0000 

Fontana Citrus Association_ .1346 

Highland Fruit Growers Associa¬ 
tion . .0285 

Redlands Heights Groves_ . 2686 

Redlands Orangedale Association_ .2712 

Break & Sons. Allen_ .0000 

Bryn Mawr Fruit Growers Associa¬ 
tion _ .0000 

Mission Citrus Association_ . 1798 

Redlands Cooperative Fruit Asso¬ 
ciation_ .3262 

Redlands Orange Growers Associa¬ 
tion_ .2218 

Redlands Seleet Groves_ .2367 

Rialto Citrus Association_ .2217 

Rialto Orange Co_ . 1781 

Southern Citrus Association_ . 1697 

United Citrus Growers_ 1456 

Zllen Citrus Co_ . 0789 

Andrews Bros, of California_ .0000 

Arlington Heights Citrus Co_ . 1244 

Brown Estate. L. V. W_ . 0000 

Gavllan Citrus Association_ .1534 

Highgrove Fruit Association_ . 0858 

Krinard Packing Co_ .2142 

McDermont Fruit Co_ . 2077 

Monte Vista Citrus Association_- . 2201 

National Orange Co_ . 0000 

Riverside Heights Orange Growers 

Association_ . 0569 

Sierra Vista Packing Association.-- . 0000 

Victoria Avenue Citrus Association. . 1902 

Claremont Citrus Association_ . 1674 

College Heights Orange & Lemon 

Association_ . 4340 

Indian Hill Citrus Association__ .2141 

Pomona Fruit Growers Exchange.— . 3853 

Walnut Fruit Growers Association- .5083 

West Ontario Citrus Association-__ .3766 

El Cajon Valley Citrus Association- . 0000 

San Dimas Orange Growers Associ¬ 
ation _ .4691 

Canoga Citrus Association_ .8513 

Covina Valley Orange Co_ . 0792 

North Whittier Heights Citrus As¬ 
sociation_ .8858 

San Fernando Fruit Growers Asso¬ 
ciation _ . 6048 

San Fernando Heights Orange As¬ 
sociation_- .9886 

Sierra Madre-Lamanda Citrus As¬ 
sociation_ . 4059 

Camarillo Citrus Association_- 1.7764 

Fillmore Citrus Association_ 4.0810 

Mupu Citrus Association_-_- 2. 2167 

OJai Orange Association_ 1.3412 

Piru Citrus Association_ 2.4439 

Rancho Sespe... .8579 

Santa Paula Orange Association— 1.2346 

Tapo Citrus Association. 1.0773 

Ventura County Citrus Association. . 2659 

Limonelra Co... . 6228 
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Prorate Base Schedule —Continued 
Valencia oranges —continued 
Prorate District No. 2 —Continued 

Prorate ba.se 


handler ( percent) 

East Whittier Citrus Association.— 0. 3809 

El Ranchito Citrus Association- .6413 

Whittier Citrus Association- .2004 

Whittier Select Citrus Association. . 1003 

Anaheim Cooperative Orange Asso¬ 
ciation_ 1.5196 

Bryn Mawr Mutual Orange Asso¬ 
ciation _ .0000 

Chula Vista Mutual Lemon Associ¬ 
ation _ .0000 

Escondido Cooperative Citrus Asso¬ 
ciation _ .1736 

Euclid Avenue Orange Associa¬ 
tion_ .6159 

Foothill Citrus Union, Inc_ .0375 

Fullerton Cooperative Orange Asso¬ 
ciation _ .3417 

Garden Grove Orange Cooperative, 

Inc_ .9519 

Golden Orange Groves. Inc_ . 2759 

Highland Mutual Groves, Inc_ .0270 

Index Mutual Association_ .0000 

La Verne Cooperative Citrus Asso¬ 
ciation__ 1.8370 

Mentone Heights Association_ .0000 

Olive Hillside Groves, Inc- .5196 

Orange Cooperative Citrus Associ¬ 
ation_ 1.3579 

Redlands Foothill Groves- .5222 

Redlands Mutual Orange Associa¬ 
tion _ .1694 

Riverside Citrus Association_ . 0289 

Ventura County Orange & Lemon 

Association_ 1. 0728 

Whittier Mutual Orange & Lemon 

Association_ . 1240 

Associated Growers Coop_ .1855 

Babijuice Corp. of California_ .4339 

Banks, L. M.6228 

Borden Fruit Co_ . 9667 

California Associated Growers_- .5204 

California Fruit Distributors_ .0000 

Cherokee Citrus Co.. Inc_ . 1636 

Chess Co., Meyer W- .3452 

Evans Bros. Packing Co_ .2407 

Furr Co.. N. C_ .0407 

Gold Banner Association_ . 2284 

Granada Hills Packing Co_ . 0428 

Granada Packing House_ 2. 0357 

Hill Packing House, Fred A_ . 1013 

Knapp Packing Co., John C_ .2821 

Orange Belt Fruit Distributors_ 2.1154 

Panno Fruit Co., Carlo_ . 1603 

Paramount Citrus Association_ . 5628 

Placentia Orchard Co_ . 5274 

San Antonio Orchard Co_ . 3346 

Snyder & Sons Co., W. A_ 1. 0682 

Stephens. T. F_ . 1827 

Wall. E. T.. 1179 

Western Fruit Growers, Inc_ .5206 


|F. R. Doc. 49-8153: Filed, Oct. 7, 1949; 
11:34 a. m.J 


TITLE 24—HOUSING AND 
HOUSING CREDIT 

Chapter VIII—Office of Housing 
Expediter 

[Controlled Housing Rent Reg., Arndt. 176] 

[Controlled Rooms in Rooming Houses and 
Other Establishments Rent Reg., Arndt. 
174] 

Part 825— Rent Regulations Under the 
Housing and Rent Act of 1947, as 
Amended 

OKLAHOMA AND TENNESSEE 

The Controlled Housing Rent Regula¬ 
tion (§§ 825.1 to 825.12) and the Rent 
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Regulation for Controlled Rooms in 
Rooming Houses and Other Establish¬ 
ments (§§ 825.81 to 825.92) are amended 
in the following respects: 

1. Schedule A, Item 249a, is amended 
to read as follows: 

(249a) [Revoked and decontrolled.] 

This decontrols (1) the Cities of Black- 
well, Newkirk and Tonkawa, as well as 
all unincorporated localities in the Ponca 
City, Oklahoma. Defense-Rental Area, 
based on resolutions submitted in ac¬ 
cordance with section 204 (j) <3> of the 
Housing and Rent Act of 1947, as 
amended, said cities constituting the 
major portion of said Defense-Rental 
Area, and (2) the remainder of the said 
Defense-Rental Area, on the Housing 
Expediter’s own initiative in accordance 
with section 204 (c) of said act. 

2. Schedule A, Item 251. is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

Osage, except the City of Shldler: and 
Tulsa, except the Town of Highland Park 
and the City of Sand Springs. 

This decontrols the City of Sand 
Springs in Tulsa County, a portion of the 
Tulsa, Oklahoma. Defense-Rental Area, 
based on a resolution submitted in ac¬ 
cordance with section 204 (j) <3> of the 
Housing and Rent Act of 1947, as 
amended. 

3. Schedule A, Item 295, is amended to 
describe the counties in the Defense- 
Rental Area as follows: 

Rutherford: and Davidson County, except 
the City of Belle Meade. 

This decontrols the City of Belle Meade 
in Davidson County, a portion of the 
Nashville, Tennessee, Defense-Rental 
Area, based on a resolution submitted in 
accordance with section 204 (j) (3) of 
the Housing and Rent Act of 1947, as 
amended. 

(Sec. 204 (d). 61 Stat. 197, as amended, 
62 Stat. 37. 94. Pub. Law 31. 81st Cong.; 
50 U. S. C. App. 1894 (d)) 

This amendment shall become effec¬ 
tive October 6, 1949. 

Issued this 5th day of October 1949. 

Tight E. Woods, 

Housing Expediter . 

[F. R. Doc. 49-8085; Filed. Oct. 7, 1949; 

8:45 a. m.] 


[Controlled Housing Rent Reg., Arndt. 1771 

[Controlled Rooms In Rooming Houses and 
Other Establishments Rent Reg., Arndt. 
175] 

Part 825— Rent Regulations Under the 
Housing and Rent Act of 1947, as 
Amended 

CERTAIN STATES 

The Controlled Housing Rent Regu¬ 
lation (§§ 825.1 to 825.12) and the Rent 
Regulation for Controlled Rooms in 
Rooming Houses and Other Establish¬ 
ments (§§ 825.81 to 825.92) are amended 
in the following respects: 

1. Schedule A. Item 83b, is amended 
to describe the counties in the Defense- 
Rental Area as follows: 
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In Jackson County, the City of Carbon- 
dale; and In Williamson County, the Cities 
of Herrin and Marion. 

This decontrols the entire Crab Or¬ 
chard, Illinois, Defense-Rental Area, ex¬ 
cept the Cities of Carbondale, Herrin 
and Marion, Illinois. 

2. In Schedule A, all of Item 101. which 
relates to Adams County, Indiana, is 
deleted. 

This decontrols Adams County. Indi¬ 
ana, a portion of the Port Wayne. In¬ 
diana, Defense-Rental Area, and leaves 
under control Allen County, Indiana, as 
the Fort Wayne, Indiana. Defense- 
Rental Area. 

3. Schedule A, Item 159b, is amended 
to read as follows: 

(159b) |Revoked and decontrolled.] 

This decontrols the entire Interna¬ 
tional Falls, Minnesota, Defense-Rental 
Area. 

4. Schedule A, Item 159c, is amended 
to read as follows: 

(159c) [Revoked and decontrolled.] 

This decontrols the entire New Ulm, 
Minnesota. Defense-Rental Area. 

5. Schedule A, Item 216, is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

In Lenoir County, the Cities of Kinston 
and La Grange; in Wayne County, the City 
of Goldsboro; and in Wilson County, the 
City of Wilson. 

This decontrols the entire Goldsboro, 
North Carolina, Defense-Rental Area, 
except the cities enumerated above. 

6. Schedule A. Item 217b, is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

In Catawba County, the City of Hickory. 

This decontrols the entire Hickory, 
North Carolina. Defense-Rental Area, 
except the City of Hickory. 

7. Schedule A. Item 221a,. is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

In Edgecombe County, the City of Tar- 
boro; and in Edgecombe and Nash Counties, 
the City of Rocky Mount. 

This decontrols the entire Rocky 
Mount. North Carolina. Defense-Rental 
Area, except the Cities of Rocky Mount, 
and Tarboro, North Carolina. 

8. Schedule A. Item 221c, is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

In Washington County, the City of Plym¬ 
outh. 

This decontrols the entire Plymouth, 
North Carolina, Defense-Rental Area, 
except the City of Plymouth. 

9. Schedule A, Item 224, is amended to 
describe the counties in the Defense- 
Rental Area as follows: 

Summit County, except the Village of 
Silver Lake. 

This decontrols Medina County, Ohio, 
a portion of the Akron, Ohio, Defense- 
Rental Area. 

10. Schedule A, Item 226b, is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

In Ross County, the City of Chillicothe. 


RULES AND REGULATIONS 

This decontrols the entire Chillicothe. 
Ohio, Defense-Rental Area, except the 
City of Chillicothe. 

11. Schedule A, Item 227. is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

Butler, Clermont, Hamilton, and Warren. 

Kenton; and In Campbell County, the 
Cities of Newport, Fort Thomas, Dayton, and 
Bellevlew. 

This decontrols Campbell County. Ken¬ 
tucky. a portion of the Cincinnati, Ohio, 
Defense-Rental Area, except the Cities 
of Newport, Fort Thomas, Dayton and 
Belleview. 

12. Schedule A, Item 2S0, is amended to 
describe the counties in the Defense- 
Rental Area as follows: 

Clark; Green; Miami; Montgomery; and 
in Champaign County, Urbana Township. 

This decontrols Champaign County, 
Ohio, except Urbana Township, a portion 
of the Dayton, Ohio, Defense-Rental 
Area. 

13. In Schedule A, all of Item 278, 
which relates to Florence County. South 
Carolina, is deleted. 

This decontrols Florence County, 
South Carolina, a portion of the Colum¬ 
bia, South Carolina, Defense-Rental 
Area. 

14. Schedule A. Item 278a, is amended 
to read as follows: 

(278a) [Revoked and decontrolled.] 

This decontrols the entire Darlington, 
South Carolina, Defense-Rental Area. 

15. Schedule A. Item 280c, is amended 
to read as follows: 

(280c) [Revoked and decontrolled.] 

This decontrols the entire Marion, 
South Carolina. Defense-Rental Area. 

16. Schedule A, Item 296a, is amended 
to read as follows: 

(296a) [Revoked and decontrolled.] 

This decontrols the entire Springfield, 
Tennessee, Defense-Rental Area. 

All decontrols effected by this amend¬ 
ment are on the Housing Expediter’s 
own initiative, in accordance with sec¬ 
tion 204 (c) of the Housing and Rent Act 
of 1947, as amended. 

(Sec. 204 (d). 61 Stat. 197, as amended. 
62 Stat. 37, 94. Pub. Law 31, 81st Cong.; 
50 U. S. C. App. 1894 (d)> 

This amendment shall become effec¬ 
tive October 7, 1949. 

Issued this 6th day of October 1949. 

Tighe E. Woods, 
Housing Expediter . 

[F. R. Doc. 49-8138; Filed, Oct. 7, 1949; 
9;48 a. in.] 

TITLE 32—NATIONAL DEFENSE 

Chapter VII—Department of the 
Air Force 

Subchapter G—Personnel 

Part 885— Appointment of Second Lieu¬ 
tenants From Distinguished Military 

Graduates, Air Force Reserve Offi¬ 
cers' Training Corps 

Pursuant to the authority conferred by 
secs. 207 (f) and 208 (e) of the National 


Security Act (61 Stat. 503, 504; 5 U. S. C. 
Sup. II, 626 (f). 626c (e) and Transfer 
Order 2. October 1, 1947 (12 F. R. 6736). 
the following regulation is hereby 
prescribed: 

Sec. 

885.1 Purpose. 

835.2 Definitions. 

885.3 Applications. 

885.4 Delayed applications. 

885.5 Eligibility. 

885.6 Interviewing boards. 

885.7 Physical qualification. 

885.8 Appointments. 

Authority: §$ 885.1 to 885.8 issued under 
secs. 502. 506, 61 Stat. 8S3, 8D0; 10 U. S. C. 
Sup. II, £06, 506c. 

Derivation: AFR 36-15, July 25. 1949. 

§ 885 1 Purpose . The regulations con¬ 
tained in §§ 885.1 to 885.8 prescribe the 
procedure whereby distinguished mili¬ 
tary graduates of the Air Force Reserve 
Officers’ Training Corps may be commis¬ 
sioned as second lieutenants in the Reg¬ 
ular Air Force. 

$ 885.2 Definitions —(a> Distinguished 
military student. For definition of dis¬ 
tinguished military student, see § 862.18 
(13 F. R. 7639). 

<b) Distinguished military graduate. 
For definition of distinguished military 
graduate, see § 862.19 (13 F. R. 7639). 

(c) Candidate. A distinguished mili¬ 
tary student or distinguished military 
graduate who has applied for appoint¬ 
ment as a commissioned officer in the 
Regular Air Force under the provisions 
of §§ 885.1 to 885 8. 

<d) Approved candidate. A candidate 
whose application has been approved by 
the Secretary of the Air Force and for¬ 
warded to the President for approval, 
and nomination to the Senate under the 
provisions of §§ 885.1 to 885.8. 

(e) Commanders. Commanders of 
the geographical air forces of the Con¬ 
tinental Air Command in the Zone of 
Interior and the senior United States 
Air Force commander in each oversea 
command. 

§ 885.3 Applications —(a) By whom 
submitted. Under the provisions of 
§§ 885.1 to 885.8, applications for ap¬ 
pointment may be submitted only by 
distinguished military students and dis¬ 
tinguished military graduates. 

<b) Applications from distinguished 
military students. Applications from 
distinguished military students will be 
submitted to the professors of air science 
and tactics not later than October 15th 
of each year. Applications of midyear 
graduates will be submitted not later 
than April 15th of each year. (Midyear 
distinguished military students will be 
designated at the beginning of their last 
academic year.) At the time of appli¬ 
cation. candidates must have one school 
year or less remaining until graduation 
from a college or university which con¬ 
fers a baccalaureate degree. Appoint¬ 
ments may either be accepted or declined 
at time of tender, and no obligation is 
assumed by filing the application. 

(c) Applications from distinguished 
military graduates. Applications from 
distinguished military graduates will be 
submitted direct to the Director of Mili¬ 
tary Personnel, Headquarters United 
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States Air Force. Attention: Officer Pro¬ 
curement Branch. Washington 25, D. C. 

(d) Completion of applications. Ap¬ 
plications will be submitted on Air Force 
Form 17. Application for Commission in 
the United States Air Force, in duplicate, 
together with a photograph of the can¬ 
didate, not less than three by five inches 
in size, with the candidate’s name and 
institution on back. The date that the 
candidate will be graduated from the in¬ 
stitution will be shown in the application 
under ’‘Education”. Each candidate 
must submit a loyalty statement in ac¬ 
cordance with the provisions of current 
directives. In order that contact may 
be maintained with the candidate at all 
times, up to and including the appoint¬ 
ment date, the address of the candidate 
will be shown in the application under 
“Remarks”. Any change to this address 
will be reported expeditiously to the pro¬ 
fessor of air science and tactics. Candi¬ 
dates who have completed the advanced 
course. Air Force Reserve Officers’ Train¬ 
ing Corps, will attach to the application 
a copy of the letter which designated 
them distinguished military students. 
Candidates may select as first or second 
choice, service in the Department of the 
Army in which event they will indicate 
the arm or service in which they desire 
to serve. Candidates who indicate a first 
and second choice of service will list their 
selections in order of preference under 
the “Remarks” section (17) of Air Force 
Form 17. 

5 885.4 Delayed applications. Persons 
who were designated distinguished mili¬ 
tary graduates and who either failed to 
apply for appointment in the Regular 
Air Force or at the time of graduation 
declined a tendered Regular appoint¬ 
ment, may request consideration for such 
appointment by letter * of application 
direct to the Director of Military Person¬ 
nel, Headquarters United States Air 
Force. Attention: Officer Procurement 
Branch, Washington 25, D. C. Requests 
of this nature must be submitted not 
later than 30 days after the date of des¬ 
ignation as a distinguished military 
graduate, since an appointment tendered 
under the provisions of §§ 885.1 to 885.8 
must be accepted within 60 days after 
the applicant has been designated a dis¬ 
tinguished military graduate. Those 
persons whose requests are approved, if 
accepted for appointment, will take rank 
and precedence in the Regular Air Force 
behind their graduating classmates from 
a date to be established by the Depart¬ 
ment of the Air Force. 

§ 885.5 Eligibility. Each candidate, 
at time of appointment, must meet the 
following requirements: 

(a) Be a distinguished military grad¬ 
uate. 

(b) Be at least 21 years of age. This 
is a statutory requirement. However, 
this requirement will not preclude appli¬ 
cation by persons prior to attaining 21 
years of age. During the present emer¬ 
gency, a selected candidate who has not 
reached the age of 21 years on or prior 
to the scheduled date of appointment 
will be appointed a second lieutenant In 
the Air Force Reserve and, upon appli¬ 
cation, ordered to extended active duty. 


Inasmuch as present statutory authority 
for the appointment of persons under 
21 years of age as commissioned officers 
in the Air Force Reserve is effective only 
during an emergency, candidates ap¬ 
proved for appointment after termina¬ 
tion of the present emergency may not 
be appointed as commissioned officers in 
the Regular Air Force, or in the Air Force 
Reserve, until attainment of 21 years of 
age. A person appointed a Reserve of¬ 
ficer under the above provisions will, 
upon attainment of his 21st birthday, 
normally be appointed in the Regular 
Air Force if he is at that time physically 
qualified. 

(c) Not have passed his 27th birthday 
on date of appointment in the Regular 
component, except that an applicant 
who served in the Armed Forces of the 
United States prior to September 2,1945, 
and who will not exceed the 30th anni¬ 
versary of his birth on July 1st of the 
calendar year in which he submits his 
application for a Regular commission 
may request a waiver of this maximum 
age requirement. 

(d) Be found to be physically quali¬ 
fied for active military service by meet¬ 
ing the physical standards prescribed for 
the Regular service by current directives, 
as determined by a final type physical 
examination. 

(e) Have a record free of conviction 
by any type of military or civil court for 
other than a minor traffic violation. 
Request for waiver may be made in the 
case of other minor violations which are 
nonrecurrent and which are not consid¬ 
ered prejudicial to performance of duty 
as an officer. The granting of a waiver 
will not be considered in the case of any 
individual who has been convicted of a 
crime involving moral turpitude. Ap¬ 
propriate commanders are authorized to 
take final action on such requests. 

(f) Not be nor have been a conscien¬ 
tious objector. 

(g) Not be nor have been a member 
of any foreign or domestic organization, 
association, movement, group, or combi¬ 
nation of persons advocating subversive 
policy or seeking to alter the form of 
Government of the United States by un¬ 
constitutional means. 

§ 885.6 Intervieimng boards. Com¬ 
manders will appoint boards of officers to 
interview candidates and to supervise ex¬ 
ecution by the applicant of WD AGO 
PRT 710, Reserve Officers' Training 
Corps Senior Self-Description Blank 
Answer Sheet. Each board will be com¬ 
posed of a minimum of three Air Force 
officers, a majority of whom will be Reg¬ 
ular officers. No officer who is a profes¬ 
sor of air science and tactics or a 
member of the military staff of a partic¬ 
ular institution will be utilized as a 
member of the board appointed to inter¬ 
view candidates at that institution. 

§ 885.7 Physical qualification. Ap¬ 
proved candidates will be advised to ap¬ 
pear at a specified medical installation 
for a final type physical examination 
as required by § 885.5 (d), not later than 
January 20th for candidates whose ap¬ 
pointments will be effective on or about 
March 1st. and not later than April 20th 
for candidates whose appointments will 


be effective on or about July 1st. Deter¬ 
mination of physical qualification or 
disqualification will be made by Head¬ 
quarters United States Air Force. 

§ 885.8 Appointments. Appointments 
will me made semiannually; persons to be 
graduated at the end of the normal school 
year will be appointed on or about July 
1st and persons to be graduated during 
the middle of the normal school year will 
be appointed on or about March 1st. In 
order that each candidate may know, as 
far in advance as possible before gradu¬ 
ation, of his acceptance or rejection for 
appointment, candidates who will be 
graduated at the end of the normal 
school year will be notified of acceptance 
or rejection on or about January 31st; 
candidates who will be graduated during 
the middle of the school year will be 
notified on or about November 10th. 
Those distinguished military students 
who complete the summer camp after 
graduation from a college or university 
will be designated distinguished military 
graduates on the day of completion of 
camp and will be tendered Regular ap¬ 
pointments upon receipt of the letters 
designating them distinguished military 
graduates. Official tender of appoint¬ 
ment will be made by the Director of 
Military Personnel to approved candi¬ 
dates after designation as distinguished 
military graduates and determination of 
physical qualification. 

[seal! L. L. Judge, 

Colonel , V. S. Air Force , 

Air Adjutant General. 

|F. R. Doc. 49-8084; Filed, Oct. 7, 1949; 

8:45 a. m.) 


TITLE 39—POSTAL SERVICE 

Chapter I—Post Office Department 

Part 35— Provisions Applicable to the 

Several Classes of Mail Matter 

special packing of certain matter 

Amend § 35.18 Special packing of cer¬ 
tain matter (13 F. R. 8916) by the addi¬ 
tion of paragraph (m) to read as follows: 

(m) Phonograph records —(1) Fragile 
(shellac type) records —(i) Quantity. 
Not to exceed 25 in individual sleeves in 
one carton, or not to exceed 50 in two 
or more individual cartons packed in an 
outer carton. 

(ii) Cushioning. Two full size pads 
of good quality corrugated fiberboard on 
top and two on bottom of records, but 
if quantity exceeds 17 records, a pad 
shall also be placed in the center, to¬ 
gether with an inner liner of good qual¬ 
ity double-wall corrugated fiberboard 
with vertical corrugations of sufficient 
height to protect the records. The cor¬ 
rugations in one pad shall run at right 
angles to the corrugations in the adjoin¬ 
ing pad. In lieu of these pads and liner, 
adequate firmly packed approved cush¬ 
ioning material may be used and is rec¬ 
ommended for rare or valuable records. 

<iii) Container. A slotted carton, one 
piece folder, or double sleeve, all of cor¬ 
rugated fiberboard testing not less than 
200 pounds per square inch (Cady or 
Mullen tester), or their equivalent in 







6132 


RULES AND REGULATIONS 


other cartons provided proper cushioning 
is used to compensate for the difference 
in cartons. The corrugations in one 
sleeve shall run at right angles to the 
corrugations in the other, if a double 
sleeve is used. 

(iv) Closure. All outside seams of the 
container or containers to be securely 
sealed with GO pound kraft gummed 
paper tape; the flaps securely glued, or 
otherwise properly fastened. 

(v) Albums shalj be packed in the 
same manner. 

<vi) Records should not be packed too 
tightly together nor should the edges 
be tight against the inner liner. 

(vii) The outer container shall be 
marked “Fragile-Phonograph Records'’. 

(2) Flexible ( vinyliie) records —<i) 
Quantity . Not to exceed 25 records in 
individual sleeves in one carton, or not 
to exceed 100 records in four or more 
individual cartons packed in an outer 
carton. 

(ii) Cushioning. One full size pad of 
good quality corrugated fiberboard on top 
and one on bottom of records, but if 
quantity exceeds 17 records a pad shall 
also be placed in the center, and with 
corrugations running in proper direction 
to insure maximum strength of con¬ 
tainer. 

(iii) Container . Same requirements 
as for containers for fragile records, ex¬ 
cept when gross weight exceeds 50 
pounds, a 275 pound test outer container 
shall be used. 

(iv) Closure. Same requirements as 
for closure for fragile records, except 
when individual containers are packed 
in an outer container, only the center 
seams of the Individual containers need 
be sealed with gummed paper tape. 

(v) Albums shall be packed in the 
same manner. 

(vi) Records should not be packed too 
tightly together nor should edges be tight 
against the container. 

(vii) As an exception to the foregoing, 
a good quality heavy kraft envelope may 
be used in lieu of a fiberboard container 
for not to exceed seven 16 inch records 
cushioned on top and bottom by a pad 
of 200 pound test corrugated fiberboard 
with cross dimensions the same or 
slightly larger than the diameter of the 
records and with corrugations in one 
board running at right angles to corru¬ 
gations in the other board. The flap end 
of the envelope shall be reinforced with 
a strip of three inch kraft gummed paper 
tape extending at least two inches on 
each side of the front of the envelope. 

(viii) The outer container shall be 
marked “Phonograph Records". The 
word “Fragile" shall not be used. 

(3) Aluminum base records. Same 
requirements as for flexible records ex¬ 
cept a kraft envelope may not be used. 

(R. S. 161, 396. sec. 24, 20 Stat. 361, secs. 
304, 309, 42 Stat. 24, 25; 5 U. S. C. 22, 
369, 39 U. S. C. 250) 

I seal] J. M. Donaldson, 

Postmaster General. 

IF. R. Doc. 49-8097; Filed, Oct. 7, 1949; 

8:47 a. m.J 


Part 75— Domestic-International 
Money-Order Service 

MISCELLANEOUS AMENDMENTS 

In Part 75 (13 F. R. 9004 > make the 
following changes; 

1. Amend the caption of Part 75 to 
read as set forth above. 

2. Amend § 75.1 Establishment of 
semidomestic money-order service (13 
F. R. 9004) to read as follows; 

§ 75.1 Establishment of domestic-in¬ 
ternational money-order service —(a) 
Authority. Under the authority granted 
by § 74.1 of this chapter, the Postmaster 
General from time to time has concluded 
arrangements with the postal adminis¬ 
trations of certain foreign countries for 
the transaction of money-order business, 
using the domestic form of money order 
for each country. 

(b) Countries with which the United 
States maintains direct exchange of 
money orders on the domestic-interna¬ 
tional basis. At the present time the 
United States maintains direct exchange 
of money orders on the domestic-inter¬ 
national basis with the following coun¬ 
tries; 

Antigua. 

Bahamas. 

Barbados. 

Bermuda. 

British Guiana. 

British Honduras. 

British Virgin Is¬ 
lands. 

Canada. 

Canal Zone. 

Cuba. 

Dominica. 

3. Amend §75.3 Fonn of order (13 
F. R. 90C4) to read as follows: 

§ 75.3 Form of order. Money orders 
intended for payment in any of the 
countries named in § 75.1 shall be drawn 
on the domestic form and made payable 
only at those post offices listed in the 
Register of Money-Order Post Offices, 
which shall be kept up to date from 
changes published in the Supplements 
to the Official Postal Guide. The money 
order shall be delivered to the remitter 
for transmission to the payee. 

4. In §75.9 Indorsements (13 F. R. 
9005) amend paragraph (a) to read as 
follows: 

(a) Number limited. Unless specifi¬ 
cally stated on a money order issued in 
a county named in § 75.1 the number of 
indorsements thereon is limited as in the 
case of United States domestic orders. 

5. In § 75.10 Correspondence (13 F. R. 
9005) amend paragraphs (b), (c) and 
(e) to read as follows; 

(b) With other countries. Inquiries 
concerning payment of money orders 
drawn on all countries named in § 75.1, 
except Canada, and notices of repayment 
of original orders may be sent direct to 
the postmasters at the offices drawn on. 
All other correspondence shall be re¬ 
ferred to the Assistant Postmaster Gen¬ 
eral, Division of Money Orders. 
However, requests for correct particu¬ 
lars of orders issued in all countries 
named in § 75.1, including Canada, may 


Grenada. 

Jamaica. 

Montserrat. 

Nevis. 

Philippines (Repub¬ 
lic of the). 

St. Kitts. 

St. Lucia. 

St. Vincent. 

Tobago. 

Trinidad. 


be sent direct to the post offices of issue. 
(See paragraph <e) of this section.) 

(c) Fonn. If within a reasonable 
time after the issue of an order drawn 
for payment in any of the countries 
named in § 75.1. except Canada, the re¬ 
mitter informs the postmaster that it 
has not been paid, inquiry shall at once 
be made of the postmaster drawn on, 
using Form 6193. However, for an or¬ 
der issued for payment in Canada. Form 
6193 should be mailed to the Assistant 
Postmaster General, Division of Money 
Orders. 

• • ♦ • • 

(e> Request for correct particulars. 
When request for correct particulars of a 
money order is received by a postmaster 
in the United States. Form 6006 shall be 
completed and sent directly to the post¬ 
master drawn on. The same form shall 
be used to obtain the correct particu¬ 
lars of a money order issued in any 
country named in § 75.1. 

6. In § 75.12 Applications for duplicate 
' orders (13 F. R. 9005 > amend paragraph 
(a) to read as follows: 

(a) To be sent to Department. Dupli¬ 
cates of orders are issued by the depart¬ 
ment of the country of origin, and 
applications on Form 6002 shall be for¬ 
warded to the Assistant Postmaster Gen¬ 
eral. Division of Money Orders, regardless 
of whether the order was issued in the 
United States or in any of the countries 
named in § 75.1. 

(R. S. 151, 396. 4027. 4328. secs. 1. 25 Stat. 
654, secs. 304, 3C9. 42 Stat. 24. 25; 5 
U. S. C. 22, 389, 39 U. S. C. 711, 712) 

[seal! J. M. Donaldson. 

Postmaster General . 

IF. R. Doc. 49 8098; Filed, Oct. 7, 1949; 

45:48 a. m.J 


Part 127— International Postal Service: 

Fostage Rates, Service Available, and 

Instructions for Making 

MISCELLANEOUS AMENDMENTS 

1. In § 127.1 Postage rates, limits of 
weight and dimensions (13 F. R. 9073) 
amend the first paragraph in the column 
headed “Dimensions" in Table No. 2 to 
read as follows: 

Length, breadth, and thickness combined, 
38 Inches: greatest length, 24 inches. When 
sent in the form of a roll the length (the 
maximum of which is 32 inches) plus twice 
the diameter is limited to 40 inches; however 
In the case of indivisible objects the length 
(40 inches maximum) plus twice the dlam- 
eter* may be as much as 48 inches. 

2. In § 127.3 Letters and letter pack¬ 
ages (13 F. R. 9074) amend paragraph 
(a) by inserting “Canada" and “Haiti" 
in alphabetical order in the list of coun¬ 
tries shown therein. 

3. In § 127.5 Commercial papers (13 
F. R. 9075) amend paragraph (a) by in¬ 
serting “Canada" and “Haiti" in alpha¬ 
betical order in the list of countries 
shown therein. 

4. In § 127.6 Printed matter (13 F. R. 
9076) amend paragraph (a) by inserting 
“Canada" and “Haiti" in alphabetical 
order in the list of countries shown there¬ 
in. 
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5. In § 127.9 Saynples of merchandise 
(13 F. R. 9077) amend paragraph (a) by 
Inserting “Canada” and “Haiti” in al¬ 
phabetical order in the list of countries 
shown therein. 

6. In § 127.10 Small packets (13 F. R. 
9078) amend paragraph (a) by inserting 
“Canada” and “Haiti” in alphabetical 
order in the list of countries shown 
therein. 

(R. S. 161. 396, 398, secs. 304, 309. 42 
Stat. 24, 25, 48 Stat. 943; 5 U. S. C. 22, 
369, 372) 

[seal] J. M. Donaldson, 

Postmaster General. 

|F. R. Doc. 49-8094; Filed, Oct. 7, 1949; 
8:47 a. m.l 


Part 127— International Postal Service ; 
Postage Rates, Service Available, and 
Instructions for Mailing 


miscellaneous amendments 

In Part 127, International Postal 
Service; Postage Rates, Service Avail¬ 
able, and Instructions for Mailing (13 
F. R. 9073), make the following changes: 

1. In § 127.3 Letters and letter pack - 
ages (13 F. R. 9074) amend paragraph 
(g) by deleting “Uruguay”. 

2. In § 127.20 Air-mail service (13 
F. R. 9081, 14 F. R. 2644) amend para¬ 
graph (i) to read as follows: 


(i) However, in the case of the coun¬ 
tries shown below, “other articles” in 
the regular mails are acceptable at spe¬ 
cial air-mail rates, as shown in the 
subcaption “Air mail service” under the 
appropriate country heading, appearing 
in Subpart D: 


Argentina. 

Australia. 

Austria. 

Azores. 

Bahamas. 

Belgian Congo. 
Belgium. 

Bermuda. 

Bolivia. 

British Guiana. 

Chile. 

Costa Rica. 

Cuba. 

Czechoslovakia. 

Denmark. 

Dominican Republic. 
Ecuador. 

Egypt. 

Estonia. 

Faroe Islands. 

Fiji Islands. 

Finland. 

France. 

French Guiana. 
Germany. 

Gold Coast Colony. 
Great Britain and 
Northern Ireland. 
Greece. 

Guatemala. 

Haiti. 

Honduras (Republic 
of). 

Hong Kong. 


Iceland. 

India. 

Iraq. 

Ireland (Eire) 

Italy. 

Latvia. 

Lithuania. 
Luxemburg. 
Netherlands. 
Netherlands West 
Indies. 

New Zealand. 
Nicaragua. 

Norway. 

Philippines. 

Poland. 

Portugal. 

Salvador (El). 
Surinam. 

Sweden. 

Switzerland. 

Syria (Republic of). 
Thailand. 

Trieste. 

Trinidad and Tobago. 
Tunisia. 

Turkey. 

Union of South 
Africa. 

Union of Soviet So¬ 
cialist Republics. 
Uruguay. 

Vatican City State. 
Venezuela. 


Such articles must be plainly marked 
“Commercial Papers”, “Printed Matter,” 
etc., to designate their classification in 
the mails. 

No. 195-2 


3. In $ 127.207 Argentina (13 F. R. 
9110) amend paragraph (a) (5) to read 
as follows: 

(a) Regular mails. 0 0 • 

(5) Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mail articles, 58 cents for the first two 
ounces and 38 cents for each additional 
two ounces. (See § 127.20.) 

4. In § 127.212 Bahamas (13 F. R. 
9114) amend paragraph (a) (4) to read 
as follows: 

(a) Regular mails. 1 # • 

(4) Air mail service. Postage rates: 
Letters, letter-packages, and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mail articles, 28 cents for the first two 
ounces and 7 cents for each additional 
two ounces. (See § 127.20.) 

5. In § 127.218 Bolivia (13 F. R. 9119) 
amend paragraph (a) (5) to read as 
follows: 

(a> Regular mails. 1 1 * 

(5) Air mail service. Postage rates: 
Letters and post cards, 10 cents per half 
ounce. Air-letter sheets, 10 cents each. 
Other regular mail articles, 40 cents for 
the first two ounces and 20 cents for each 
additional two ounces. (See § 127.20.) 

6. In § 127.221 British Guiana (13 
F. R. 9122) amend paragraph (a) (5) to 
read as follows: 

(a) Regular ?nails. • • • 

(5) Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets 10 cents each. Other regular 
mail articles, 40 cents for the first two 
ounces and 19 cents for each additional 
two ounces. (See § 127.20.) 

7. In § 127.227 Canada (13 F. R. 9124, 
14 F. R. 1892) amend subdivision (ii) of 
paragraph (a) (5) by inserting the fol¬ 
lowing between the words “Saint John” 
and “Nova Scotia”: 

Newfoundland: 

Grand Falls. 

St. John’s. 

8. In § 127.230 Chile (13 F. R. 9129) 
amend paragraph (a) (5) to read as 
follows: 

(a) Regular mails. 0 0 • 

(5) Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mail articles, 48 cents for the first two 
ounces and 28 cents for each additional 
two ounces. (See § 127.20.) 

9. In § 127.234 Costa Rica (13 F. R. 
9135) amend paragraph (a) (5) to read 
as follows: 

(a) Regular mails. 0 • • 

(5) Air mail service . Postage rates: 
Letters, letter packages and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mail articles, 34 cents for the first two 
ounces and 14 cents for each additional 
two ounces. (See § 127.20.) 

10. In § 127.235 Cuba, including Isle 
of Pines , West Indies (13 F. R. 9135) 


amend paragraph (a) (5) to read as 
follows: 

(a) Regular mails . • • • 

(5) Air mail service. Postage rates: 
Letters, letter packages and post cards, 
8 cents per half ounce. Other regular 
mail articles. 28 cents for the first two 
ounces and 7 cents for each additional 
two ounces. (See § 127.20.) 

11. In § 127.237 Cyprus (13 F. R. 9137) 
amend the table of rates in paragraph 
(b) (1) to read as follows: 


(b) Parcel post. 0 • • 

(1) Table of rates. • • • 

[Rates include surcharges] 


Pounds: 

Rate 

Pounds: 

Rate 

1. 

_ $0.34 

12_ 


2 _ 

.48 

13 

_ 1.89 

3_ 

.55 

14. 

_ 2.03 

4. 

_ . 69 

15. 

_ 2.17 

5. 

.83 

10_ 

_ 2.31 

0- 

.97 

17.. 

_ 2.45 

7.. 

_ 1.11 

18. 

_ 2.59 

8_ 

. 1.19 

19. 

_ 2.73 

9.. 

_ 1.33 

20_ 

_ 2.87 

10.. 

. 1.47 

21. 

_ 3.01 

11 .. 

. 1.61 

22. 

_ 3.15 

12. In 

§ 127.242 

Dominican 

Republic 


(13 F. R. 9142) amend paragraph (a) 
(5) to read as follows: 

(a) Regular mails. ♦ ♦ • 

(5) Air mail service. Postage rates: 
Letters and post cards, 10 cents per half 
ounce. Air-letter sheets, 10 cents each. 
Other regular mail articles, 31 cents for 
the first two ounces and 11 cents for 
each additional two ounces. (See 
§ 127.20.) 

13. In § 127.243 Ecuador (13 F. R. 9143) 
amend paragraph (a) (6) to read as fol¬ 
lows: 

(a) Regular mails. • • • 

(6) Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mail articles, 36 cents for the first two 
ounces and 16 cents for each additional 
two ounces. (See § 127.20.) 

14. In § 127.244 Egypt (13 F. R. 9144) 
amend paragraph (b) (5) to read as 
follows: 

(b) Parcel post. • ♦ • 

(5) Addressees must present import 
licenses in order to receive merchandise 
sent for commercial purposes. Senders 
of merchandise must enclose in their 
parcels a copy of the original invoice, as 
well as a detailed description of the 
contents, in order to facilitate customs 
operations and prompt delivery to the 
addressees. Should the invoice relate to 
several parcels of a group shipment it 
may be enclosed in one of the packages 
and the other parcels of the consignment 
marked to indicate that fact. 

15. In § 127.252 France (13 F. R. 9149, 
14 F. R. 1441), amend subdivision (iii) 
of paragraph (c) (2) to read as follows: 

(c) U. S. A. gift parcels. 0 ♦ • 

(2) Observations . 1 1 * 

(iii) When a relief parcel is presented 
for mailing under these regulations the 
words “U. S. A. Gift Parcel” shall be con¬ 
spicuously endorsed by the mailer on the 
address side of the parcel and on the 
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customs declaration. The use of the 
words "U. S. A. gift parcel” will be a cer¬ 
tification by the mailer that the provi¬ 
sions of the EC A regulations have been 
met. If the parcels prove to be unde- 
livcrable as addressed and the senders 
have not specified an alternate addressee 
or requested return in case of nonde¬ 
livery by means of appropriate endorse¬ 
ments on the customs declaration and 
dispatch note, the parcel will be turned 
over to the French Red Cross. 

16. In § 127.255 French Guiana (13 
F. R. 9152) amend paragraph (a) (5) to 
read as follows: 

(a) Regular mails. * • ♦ 

(5) Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mall articles. 42 cents for the first two 
ounces and 22 cents for each additional 
two ounces. (See § 127.20.) 

17. In § 127.260 French Somaliland (13 
F. R. 9154> amend the table of rates in 
paragraph (b) (1) to read as follows: 

(b) Parcel post. • • • 

(1) Table of rates. • • • 

[Rates Include transit charges] 


Pounds: 

Rate 

Pounds: 

Rate 

l 

_$0.14 

12_ 

.. $1.68 

2_ 

— .28 

13_ 

_ 1.82 

3. 

.42 

14_ 

_ 1.96 

4_ 

—. .66 

15_ 

_ 2.10 

5.— 

.70 

16. 

_ 2.24 

6_ 

.... .84 

17_ 

_ 2.38 

7_ 

... .98 

18_ 

_ 2.52 

8__. 

___ 1.12 

19_ 

_ 2.66 

• 9_ 

... 1.28 

20_ 

_ 2.80 

10. 

___ 1.40 

21_ 

_ 2.94 

11. 

. —_ 1.54 

22_ 

_ 3.08 


18. In § 127.268 Great Britain and 
Northern Ireland (13 F. R. 9158) amend 
subdivision (i) (a) of paragraph (b)(4) 
to read as follows: 

(b) Parcel post. # • • 

(4) Observations. (1) * * • 

(a) Bona fide unsolicited gift parcels 
addressed to individuals: All such par¬ 
cels must be endorsed by the senders with 
the words “Unsolicited Gift.” A gift is 
not regarded by the British service as un¬ 
solicited if it is received as a result of a 
prior communication sent by the re¬ 
cipient to the donor. While parcels sent 
as gifts do not require a British import 
license, they may, nevertheless, be sub¬ 
ject to customs duty and, in some cases, 
to the United Kingdom purchase tax, 
which the addressee must pay in order 
to obtain delivery of the parcel. Ordi¬ 
nary (uninsured) gift parcels containing 
exclusively food and/or soap will not be 
returned to the senders unless the latter 
have given instructions on the relative 
customs declaration (Form 2966) that 
the parcels are to be returned if they 
prove to be undeliverable as addressed. 

19. In § 127.272 Guatemala (13 F. R. 
9163) amend paragraph (a) (8) to read 
as follows: 

(a) Regular mails. • • • 

(8> Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mail articles, 33 cents for the first two 


ounces and 12 cents for each additional 
two ounces. (See § 127.20.) 

20. In § 127.273 Haiti (13 F. R. 9165) 
amend paragraph (a) (7) to read as 
follows: 

(a) Regular mails. • * ♦ 

(7) Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mail articles, 31 cents for the first two 
ounces and 10 cents for each additional 
two ounces. (See § 127.20.) 

21. In § 127.274 Honduras (13 F. R. 

9165) amend paragraph (a) (5) to 

read as follows: 

(a) Regular mails. • • • 

(5) Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mail articles, 34 cents for the first two 
ounces and 14 cents for each additional 
two ounces. (See § 127.20.) 

22. In § 127.282 Israel (State of) (13 
F. R. 9173,14 F. R. 458) amend paragraph 
(b) (4> as follows: 

a. Delete subdivision (i). 

b. Redesignate subdivision (ii) as sub¬ 
division (i). 

c. Redesignate subdivision (iii) as sub¬ 
division (ii). 

d. Redesignate subdivision (iv) as sub¬ 
division (iii). 

e. Add new subdivisions to be desig¬ 
nated (iv) and <v). to read as follows: 

(iv) Gift parcels may not contain 
more than 4 pounds 6 ounces of food, and 
not more than two such parcels contain¬ 
ing food may be received per month by 
any family in Israel. 

(v) Parcels sent for commercial pur¬ 
poses are not to be accepted unless the 
sender has endorsed the wrapper “Ad¬ 
dressee has obtained import license”. 

23. In § 127.283 Italy (13 F. R. 9174) 
make the following changes: 

a. Redesignate paragraph (a) (5) as 
paragraph (a) (6). 

b. Redesignate paragraph (a) (6) as 
paragraph (a) (7). 

c. Redesignate paragraph (a) (7) as 
paragraph (a) (8). 

d. Insert the following as paragraph 
(a) (5): 

(a) Regular mails. • * • 

(5) Dutiable articles ( merchandise) 
prepaid at letter rate. Packages con¬ 
taining only small quantities of strepto¬ 
mycin and penicillin accepted when sent 
as gifts. The medicine must be pre¬ 
pared to be used directly for personal 
treatment, and will be admitted on con¬ 
dition that the addressees submit to the 
customs office the regulation permit 
from the Italian health authorities. 
Before accepting such packages for mail¬ 
ing the senders must be required to place 
the following endorsement on the wrap¬ 
per. immediately below the green label 
(Form 2976), if practicable: “Contents: 
Streptomycin (and/or Penicillin). Gift.” 
(For further information see § 127.3.) 

e. Insert a new subdivision (1) in para¬ 
graph (a) (8) to read as follows: 


(a) Regular mails. • • • 

(8) Prohibitions, (i) Dutiable articles 
(merchandise) prepaid at the letter 
rate, except that small quantities of 
streptomycin and penicillin sent as gifts 
will be admitted under the conditions 
stated in the subcaption “Dutiable ar¬ 
ticles (merchandise) prepaid at letter 
rate” above. 

f. Redesignate subdivision (i) as sub¬ 
division (ii). 

g. Redesignate subdivision (ii) as sub¬ 
division (iii). 

h. Redesignate subdivision (iii) as 
subdivision (iv). 

i. Redesignate subdivision (iv) as sub¬ 
division (v). 

24. In § 127.310a Netherlands West In¬ 
dies (13 F. R. 9136, 14 F. R. 1440) amend 
paragraph (a) (5) to read as follows: 

(a> Regular mails. • • • 

(5) Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets. 10 cents each. Other regular 
mail articles. 38 cents for the first two 
ounces and 18 cents for each additional 
two ounces. (See § 127.20.) 

25. In § 127.316 Nicaragua (13 F. R. 
9195) amend paragraph (a) (5) to read 
as follows: 

(a> Regular mails. * • • 

(5) Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular mail 
articles, 35 cents for the first two ounces 
and 14 cents for each additional two 
ounces. (See § 127.20.) 

26. In § 127.345 Salvador (El) (13 F. R. 
9213) amend paragraph (a) (5) to read 
as follows: 

(a) Regular mails. • • • 

(5) Air mail service. Postage rates: 
Letters and post cards, 10 cents per half 
ounce. Air-letter sheets, 10 cents each. 
Other regular mail articles, 33 cents for 
the first two ounces and 13 cents for each 
additional two ounces. (See ? 127.20.) 

27. In § 127.356 Spain (13 F. R. 9218) 
amend the table of rates for the Canary 
Islands in paragraph (b) (1) to read as 
follows: 

(b) Parcel post. • ♦ • 

(1) Table of rates. • * • 


|Rates include surcharges] 


Pounds: 

Rate 

Pounds: 

Rate 

1. 

— $0.48 

23. 

— $3.96 

2_ 

_ . o2 

24__ 

4. 10 

3_ 

_ .80 

25_ 

4.24 

4_ 

_ .04 

26_ 

— 4.38 

5_ 

_ 1.08 

27_ 

— 4.52 

G_ 

_ 1.22 

28. 

-_ 4.66 

7. 

_ l.pa 

29_ 

-. 4.80 

8__ 

_ 1.53 

30. 

__ 4.04 

9_ 

_ 1.67 

31_ 

— 6.08 

. 10_ 

- 1.81 

32. 

__ 5.22 

11. 

- 1.95 

33_ 

- 5.36 

12_ 

_ 2.21 

34. 

— 5.66 

13. 

_ 2.30 

35_ 

__ 5.80 

14_ 

_ 2.53 

3S. 

- 5.94 

15_ 

- 2.67 

37. 

-. 6.03 

16_ 

_ 2.81 

S8_ 

— 6.22 

17_ 

_ 2.95 

39-_. 

— 6.30 

18_ 

_ 3.09 

40.— 

__ G. 50 

19. 

- 3.23 

41_ 

.. 6.64 

20_ 

_ 3.37 

42_ 

— G. 78 

21_ 

_ 3.51 

43.. 

6.92 

22_ 

- 3.C3 

<1 _ 

— 7.00 
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28. In 5 127.358 Surinam (13 P. R. 
9219) amend paragraph (a) (5) to read 
as follows: 

(a) Regular mails. • • • 

(5) Air mail service. Postage rates: 
Letters, letter-packages and post cards, 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular mail 
articles, 41 cents for the first two ounces 
and 20 cents for each additional two 
ounces. (See § 127.20.) 

2D. In § 127.366 Trinidad' and Tobago 
(13 F. R. 9225) amend paragraph (a) 
(5) to read as follows: 

(a) Regular mails. • • • 

(5) Air mail service. Postage rates: 
Letters, letter-packages and post cards. 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mail articles, 38 cents for the first two 
ounces and 17 cents for each additional 
two ounces. (See § 127.20.) 

30. In § 127.374 Uruguay (13 F. R. 
9233) amend paragraph (a) (5) to read 
as follows: 

(a) Regular mails. • • • 

(5) Air mail service. Postage rates: 
Letters, letter-packages and post cards. 
10 cents per half ounce. Air-letter 
sheets, 10 cents each. Other regular 
mail articles, 53 cents for the first two 
ounces and 38 cents for each additional 
two ounces. (See § 127.20.) 

31. In § 127.376 Venezuela (13 F. R. 
9235) amend paragraph (a) (5) to read 
as follows: 

(a) Regular mails. • • • 

(5) Air mail service. Postage rates: 
Letters and post cards, 10 cents per half 
ounce. Air-letter sheets, 10 cents each. 
Other regular mail articles, 38 cents for 
the first two ounces and 18 cents foi 
each additional two ounces. (See 
§ 127.20.) 

(R. S. 161, 396, 398. sec. 304. 309, 42 Stat. 
24. 25, 48 Stat. 943; 5 U. S. C. 22, 369, 
372) 

[seal] J. M. Donaldson, 

Postmaster General. 

|P. R. Doc. 49-8096; Filed, Oct. 7. 1949; 
8:47 a. m.J 


Part 150— Procedures of the Post 
Office Department 

procedures relative to fair employment 
practices 

In Part 150, Procedures of the Post 
Office Department, make the following 
changes. 

1. Add to the table of sections for Part 
150 (13 F. R. 9250). the following: 

SUBPART I—PROCEDURES RELATIVE TO FAIR 
EMPLOYMENT PRACTICES 

159.5005 Procedures relative to fair employ¬ 
ment practices. 

2. Add the following after § 150.5000 
Rule making (13 F. R. 9273): 

SUBPART I—PROCEDURES RELATIVE TO FAIR 
EMPLOYMENT PRACTICES 

8 150.5005 Procedures relative to fair 
employment practices —(a) Regulations 
applicable —(1) The regulations and di¬ 


rectives duly promulgated by and under 
the authority of the Fair Employment 
Board, in accord with the provisions of 
Executive Order 9980. constitute the 
basic and controlling regulations to gov¬ 
ern all fair employment procedures in 
the Post Office Department. 

(2) All fair employment procedures in 
the Post Office Department shall adhere 
to the policies, regulations, and directives 
set forth in the documents and their re¬ 
visions cited above, to pertinent material 
in the Federal Personnel Manual, and 
to the provisions of this statement of 
procedure issued by order of the Post¬ 
master General. 

(b> Fair employment officer. The Di¬ 
rector of Personnel, with respect to de¬ 
partmental personnel, and an Assistant 
Postmaster General to be designated by 
the Postmaster General, with respect to 
all field personnel, are hereby designated 
as fair employment officers with full op¬ 
erating responsibility, under the imme¬ 
diate supervision of the Postmaster 
General, for carrying out the provisions 
of the documents and their revisions 
cited in paragraph (a) of this section. 

(c) Deputy fair employment officer. 
The head of each unit (see paragraph 

(g) of this section) is the Deputy Fair 
Employment Officer for all employees un¬ 
der his jurisdiction. 

(d) Investigations. When necessary, 
investigations required by the Depart¬ 
ment in cases of alleged discrimination 
shall be conducted by the post office in¬ 
spection service. 

te) Appointments. In making ap¬ 
pointments, appointing officers shall 
make selections solely on the grounds of 
the merit and the fitness of the eligibles 
in accord with the rule of three. 

(f) Applicants. Persons who fail to be 
appointed may present a signed com¬ 
plaint in writing within 30 days after 
learning of the alleged act of discrimi¬ 
nation but not later than 6 months from 
the date of the personnel action com¬ 
plained of, unless failure to submit the 
complaint within these time limits was 
due to unusual circumstances beyond the 
control of the complainant. The appli¬ 
cant may file his complaint in writing 
either with the unit head or with the 
Fair Employment Officer, Post Office De¬ 
partment. Washington 25. D. C. In all 
other respects complaints of applicants 
will be handled in the same manner as 
complaints of employees. 

(g) Line of appeal and procedure; em¬ 
ployees. A complaint should first be pre¬ 
sented to the first line supervisor or the 
supervisor next higher in authority, not 
later than 30 calendar days after the 
complainant learns of an alleged act of 
discrimination, and not later than 6 
months from the date of the personnel 
action complained of unless failure to 
submit the complaint within these time 
limits was due to unusual circumstances 
beyond the control of the complainant. 
If the complaint is not satisfactorily 
adjusted, it should then be presented in 
writing, signed by the complainant, to 
the official in charge of the unit who shall 
endeavor to obtain a prompt and satis¬ 
factory understanding and adjustment, 
if possible, within the scope of his au¬ 
thority. For this purpose the following 
units are designated: 


Unit Official in charge 

Post Office_Postmaster. 

Railway Mail Service Dlvi- General super- 

slon. lntendent. 

Post Office Inspection Inspector in 

Service Division. charge. 

Division, Post Office De- Director. 

partment. 

(h) Initial written complaint or ap¬ 
peal. Any initial written complaint or 
appeal must be signed by the complain¬ 
ant and include information regarding 
the specific personnel action complained 
of. the approximate date thereof, rea¬ 
sons in support of the alleged discrimi¬ 
nation. a statement as to when the 
complainant first learned of the discrim¬ 
ination, and whether he desires a hear¬ 
ing on the complaint. Upon receipt of 
the complaint or appeal, the unit head 
should promptly make, or cause to be 
made, such investigation as is necessary 
to ascertain the facts at issue on the 
complaint. He should endeavor through 
informal negotiation to effect a satisfac¬ 
tory settlement of the complaint and if 
necessary take, or cause to be taken, cor¬ 
rective action. All interested parties 
should be advised of the settlement of 
the complaint and any corrective action 
which may be taken. If a hearing is re¬ 
quested he will hear the complainant, 
his chosen representatives, or both, and 
may call such witnesses as deemed nec¬ 
essary. 

(i) Action by unit head. In the event 
the unit head is not able to effect a satis¬ 
factory settlement of the complaint by 
informal negotiation, he shall furnish 
the complainant with a statement of the 
pertinent facts disclosed by the investi¬ 
gation of the complaint and shall afford 
him an opportunity to reply thereto in 
writing or personally by authorized rep¬ 
resentative or accompanied by such 
representative. The complainant shall 
be permitted to present by witnesses or 
otherwise any pertinent facts not dis¬ 
closed by the investigation. The unit 
head may call such other witnesses as 
he may deem necessary. Where prac¬ 
ticable, a transcript of the testimony 
shall be made. If a verbatim transcript 
is not practicable, a full summary of the 
oral testimony shall be made, or caused 
to be made, by the unit head. The sum¬ 
mary may be agreed to and signed by 
the complainant and the unit head or 
his representative. If the complainant 
does not agree with the summary, he 
may note and sign his exceptions which 
will become a part of the summary. Any 
transcript or summary shall be available 
for inspection by the complainant or his 
authorized representative and by inter¬ 
ested postal officials. The complainant 
will be advised in writing of the decision 
of the unit head within 20 days from 
the date the complaint is presented or 
notified as to the additional time which 
will be required to render such decision. 

(J) Appeal from unit head to depart¬ 
mental bureau head. When in the com¬ 
plainant’s opinion, a complaint has not 
been satisfactorily adjusted by the unit 
head, he shall have a right of appeal in 
writing to the appropriate bureau head 
in the Post Office Department within 30 
days from the receipt of the unit head’s 
decision, or if no decision is rendered 
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within 30 days from the date such deci¬ 
sion was due, or the complainant may 
request the unit head to refer the com¬ 
plaint to the bureau head for review. 
Furthermore, a complainant may, if he 
feels the circumstances warrant, present 
a complaint initially to the departmental 
bureau head. However, the bureau head 
will return all complaints which in his 
judgment should have been presented to 
the unit head. 

<k> Form of appeal to bureau head. 
An appeal to the bureau head should 
contain a complete statement, or a copy 
of the complaint if it was submitted in 
writing, of the circumstances presented 
to the unit head, the date the complaint 
was presented, a copy of the decision ren¬ 
dered. or a statement that no decision 
could be obtained. The complainant 
should also advise the bureau head 
whether he desires a hearing on the com¬ 
plaint. In order to expedite depart¬ 
mental action, it is desirable that the 
unit head be notified by the complainant 
when appeal is made to the Department. 

(l) Transmissioii of record to bureau 
head. When the unit head is advised 
that an appeal will be made to the bureau 
head or when the complainant makes a 
request that the decision be forwarded to 
the bureau head for review, the unit head 
should promptly transmit through proper 
channels copies of all papers relating to 
the complaint, with appropriate com¬ 
ment, to the bureau head in the Depart¬ 
ment. 

(m) Actiori by bureau head. Upon re¬ 
ceipt of an appeal or a request to review 
the decision of the unit head, the bureau 
head will arrange far a complete review 
of the facts and set a date for a hearing 
if a hearing is desired. The bureau head 
will notify the complainant in writing of 
his decision and transmit a copy of it to 
the unit head. 

(n) Departtnental bureau head or fair 
employment officer to Postmaster Gen¬ 
eral. When a decision of the bureau head 
or the fair employment officer is not 
considered satisfactory, it may be ap¬ 
pealed to the Postmaster General within 
30 days after the decision is rendered; 
through the departmental board of Fail- 
Employment Appeals. Such appeals 
should be addressed to the Board of Fair 
Employment Appeals, Post Office Depart¬ 
ment. Washington 25. D. C., and should 
contain a full statement as to the reasons 
for appealing, copies of the decisions ren¬ 
dered, and the name of the employee who 
will represent the complainant on the 
Board of Fair Employment Appeals. It 
should also be stated whether or not a 
hearing is desired. 

(o) Departmental Board of Fair Em¬ 
ployment Appeals. The Board of Fair 
Employment Appeals will consist of the 
following members; 

Director of personnel, chairman, or such 
alternate as the Postmaster General may des¬ 
ignate (with respect to departmental cases), 
or 
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An Assistant Postmaster General, chair¬ 
man, or such alternate as the Postmaster 
General may designate (with respect to all 
field cases). 

An employee to be designated by the com¬ 
plainant. 

An employee to be designated by the 
bureau head. 

(p) Functions of Departmental Board 
of Fair Employment Appeals. The Board 
of Fair Employment Appeals will not 
hear any complaint that has not been 
previously considered by the bureau head 
or the fair employment officer. The 
board will hear the complainant, his 
chosen representatives, or both, and the 
departmental representatives, and will 
secure any information or additional 
statements necessary. If additional 
evidence is received, the board may refer 
the case to the bureau head concerned 
for reconsideration. The functions of 
the board will be advisory and it will fur¬ 
nish the Postmaster General full report 
with proper recommendations, together 
with the comment of the bureau head. 
The Postmaster General will make a final 
decision. He will advise the complain¬ 
ant in writing, in duplicate, of the deci¬ 
sion on the appeal together with the 
reasons therefor and send a copy to the 
bureau head. 

(q) Appeals to the Fair Employment 
Board ; Civil Service Coinmission. In 
the event of an adverse decision by the 
Postmaster General, the complainant 
shall be informed in writing of his right 
to file a further appeal to the Fair Em¬ 
ployment Board in the Civil Service 
Commission within 10 days of receipt by 
him of the adverse decision or within 
20 days if he resides outside the conti¬ 
nental United States. Appeals to the 
Fair Employment Board should contain 
a copy of the adverse decision. 

(r) Finding of discrimination. When¬ 
ever a finding of discrimination is made, 
appropriate corrective and/or discipli¬ 
nary action will be taken. 

(s) Election of appeal channel . In 
order to prevent duplication of appeals 
arising out of the same personnel action 
any complainant who has the right of 
appeal to the Civil Service Commission 
under authority of law and also has a 
right of appeal under Executive Order 
9980 may elect the channel through 
which he presents his complaint, but if 
he elects to appeal direct to the Civil 
Service Commission, he may not there¬ 
after avail himself of the procedures 
under Executive Order 9980. 

(E. O. 9980, July 26. 1948, 13 F. R. 4311; 
3 CFR 1948 Supp.; Reorg. Plan No. 3 of 
1949, 14 F. R. 5225) 

The foregoing rules of procedure shall 
be effective at once. 

[seal] J. M. Donaldson, 

Postmaster General. 

[P. R. Doc. 49-8095; Filed, Oct. 7, 1949; 

8:47 a. m.J 


TITLE 50—WILDLIFE 

Chapter I—Fish and Wildlife Service, 
Department of the Interior 

Subchapter C—Management ©t Wildlife 
Conservation Areas 

Part 31— Pacific Region 

Subpart—Tule Lake National Wildlife 
Refuge, California 

PHEASANT HUNTING 

Basis and purpose. On the basis of 
observations and reports of field repre¬ 
sentatives of the Fish and Wildlife Serv¬ 
ice and of the California Fish and Game 
Commission, it has been determined that 
there is an excess number of pheasants 
on the Tule Lake National Wildlife 
Refuge, California, which, in keeping 
with proper wildlife management, can 
best be removed by allowing public 
hunting on the public hunting area. 

Since the following regulations will 
permit the hunting of pheasants at a 
time other than is specified in § 31.342 of 
the current regulations permitting hunt¬ 
ing on the Tule Lake National Wildlife 
Refuge and thus constitutes a relaxation 
of existing regulations, the notice and 
public rule making procedure required 
by the Administrative Procedure Act «60 
Stat. 237, 5 U. S. C., 1001 et seq.), are 
hereby found to be impracticable and 
the effective date requirement of the 
Administrative Procedure Act does not 
apply. 

§ 31.346 Pheasant hunting permitted. 
The hunting of pheasants is permitted 
on the areas of the Tule Lake National 
Wildlife Refuge, California, specified in 
§ 31.342 during the period November 18 
to 27, inclusive, 1949, in accordance with 
the provisions of Parts 18 and 21 of this 
chapter and subject to the provisions, 
conditions, restrictions, and require¬ 
ments of §§ 31.342 to 31.345. 

(Sec. 10, 45 Stat. 1224; 16 U. S. C. 715 (i)) 

Dated; October 4, 1949. 

Clarence Cottam, 
Acting Director. 

(F. R. Doc. 49-8087; Filed, Oct. 7, 1049; 

8:45 a. m.J 


Subchapter D—Federal Aid to States In Wildlife 
Restoration 

Part 41— Restoration of Game Birds and 
Mammals 

Editorial Note: Section 41.61 has 
been excluded from the Code of Federal 
Regulations, 1949 Edition. 
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PROPOSED RULE MAKING 


DEPARTMENT OF THE INTERIOR 

Fish end Wildlife Service 
[ 50 CFR, Part 8 ] 

Protection of Migratory Birds 

DESIGNATION OF CERTAIN LANDS AND WATERS 

IN VICINITY OF MALHEUR NATIONAL WILD¬ 
LIFE REFUGE, OREGON, AS A CLOSED AREA 

Pursuant to section 4 (a) of the Ad¬ 
ministrative Procedure Act, approved 
June 11. 1946 (60 Stat. 238, 5 U. S. C. 
1003), and the authority contained in 
section 3 of the PJigratory Bird Treaty 
Act of July 3, 1918 (40 Stat. 755. 16 
U. S. C. 704), as amended, notice is 
hereby given that the Secretary of the 
Interior intends to take the following 
action: 

Adopt a regulation designating a 
closed area, in which the pursuing, hunt¬ 
ing, taking, capturing or killing of mi¬ 
gratory birds or attempting to take, 
capture or kill migratory birds will not 
be permitted, on certain lands and 
waters adjacent to. or in the vicinity of 
the Malheur National Wildlife Refuge, 
Harney County, Oregon, said lands and 
waters being generally described as 
follows: - 

The amended regulation will again place 
restrictions on the area, at the westerly end 
of Malheur Lake extending easterly from 
the Narrows, from which area such restric¬ 
tions were removed by Amendatory Reg¬ 
ulation of October 5, 1948, approved by 
Proclamation No. 28!8 of October 20, 1948, 
and will remove existing restrictions from 
an area In the northerly part of Malheur 
Lake lying east of the Silvies River and west 
of Cole Island Dike. 

The aforesaid amended regulation is to 
become effective on October 21, 1949, or 
as soon thereafter as approved by the 
President, and to continue in effect until 
further notice. 

Interested persons are hereby given an 
opportunity to present their views with 
reference to said proposed amendatory 
regulation. In view of the fact that the 
season for hunting of migratory water- 
fowl in Oregon opens on October 21, 
1949, and to provide the necessary pro¬ 
tection for the migratory waterfowl 
frequenting part of the above-described 
area, the afore-mentioned regulation 
must become effective not later than 
October 21, 1949. However, in order to 
allow a reasonable time for such presen¬ 
tation. all persons are hereby given an 
opportunity to participate in formulating 
the proposed regulation by submitting 
their views, data, or arguments in writing 
to Albert M. Day, Director. Fish and 
Wildlife Service. Washington 25. D. C., 
on or before October 15. 1949, and the 
normal 30-day period between the pub¬ 
lication of such regulation and its effec¬ 
tive date will be shortened to permit 
consideration of said submissions. 

[seal] Oscar L. Chapman, 

Acting Secretary of the Interior. 

September 28, 1949. 

IF. R. Doc. 49-8088; Filed, Oct. 7, 1840; 

8:45 a. m.] 


CIVIL SERVICE COMMISSION 

[ 5 CFR, Part 4 ] 

Political Activity of Federal Employ¬ 
ees in Fairfax County, Va. 

NOTICE OF PROPOSED RULE M\KING 

Notice is hereby given that the United 
States Civil Service Commission has un¬ 
der consideration a proposed amendment 
to its rules issued under section 16 of 
the act of August 2, 1939. as amended 
July 19. 1940 (54 Stat. 767; 5 U. S. C. 
Sup. II, 118m), with respect to the par¬ 
ticipation in political management or 
political campaigns by residents and mu¬ 
nicipalities or other political subdivisions 
in the immediate vicinity of the National 
Capital in the States of Maryland and 
Virginia or in municipalities the majority 
of whose voters are employed by the Gov¬ 
ernment of the United States. The pro¬ 
posed amendment would provide that 
Federal officers and employees who are 
residents of Fairfax County, Virginia, 
may run for certain local county offices 
as independent candidates not repre¬ 
senting a political party, and. if elected, 
hold such offices, provided that they con¬ 
duct their campaigns in a purely non¬ 
partisan manner and do not become 
involved in political management in con¬ 
nection with the campaign of a party 
candidate for office. 

Persons desiring to express their views 
in favor of or in opposition to the pro¬ 
posed amendment may submit state¬ 
ments in writing. Such statements shall 
be submitted to the Commission atten¬ 
tion Mr. William C. Hull, Executive As¬ 
sistant, and must be received prior to 
5:15 p. m., October 24, 1949. 

United States Civil Serv¬ 
ice Commission, 

Tseal] Harry B. Mitchell, 

Chairman. 

IF. R. Dec. 49-8286: Filed, Oct. 7. 1919; 

8:45 a. m.| 


FEDERAL POWER COMMISSION 

[ 13 CFR, Parts 141, 260 1 

(Docket No. R-113J 

Form and Filing of Certain Reports 

NOTICE OF PROPOSED RULE MAKING 

October 3, 1S49. 

1. Notice is hereby given of proposed 
rule making in the above-entitled 
matter. 

2. It is proposed to amend § 141.2 en¬ 
titled Annual Financial and Statistical 
Report for Class C Electric Utilities and 
Licensees; FPC Form No. 1-A of Part 
141—Statements and Reports (Sched¬ 
ules). Subchapter D—Approved Forms, 
Federal Power Act, Chapter I, Title 18, 
Code of Federal Regulations to prescribe 
the accompanying revised balance sheet 
form for Class C electric utilities, private 
and municipal. The revised form of 
balance sheet here proposed, 1 if adopted 


1 Filed as a part of the original document. 


will supersede corresponding balance 
sheet forms now contained in FPC Form 
No. 1-A. heretofore adopted and pre¬ 
scribed by the Commission’s Order No. 
110, dated December 21, 1943, which 
superseded the Commission’s Order No. 
55, dated September 7, 1938, as amended 
by Commission Order No. 76, dated 
September 24, 1940, and readopted 

former FPC Form No. 96. redesignating 
said form as FPC Form No. 1-A. 

3. It is also proposed to amend § 141.3 
entitled Form No. 1-B , Annual Report for 

' Electric Utilities and Licensees . Class D 
(Privately Owned) of Part 141—State¬ 
ments and Reports (Schedules), Sub¬ 
chapter D—Approved Forms, Federal 
Power Act. Chapter I, Title 18, Code of 
Federal Regulations to prescribe the ac¬ 
companying revised balance sheet for 
Class D electric utilities, private. The 
revised form of balance sheet here pro¬ 
posed, 1 if adopted will supersede the cor¬ 
responding balance sheet form now 
contained in FFC Form No. 1-B hereto¬ 
fore adopted and prescribed by the Com¬ 
mission’s Order No. Ill, dated December 
21. 1943, which superseded the Commis¬ 
sion’s Order No. 56. dated September 7, 
1938, as modified by Commission Order 
No. 71, dated December 9. 1939, and 
amended by Commission Order No. 77. 
dated September 24, 1940, and amended 
and readopted former EPC Form No. 97. 
redesignating said form as FPC Form 
No. 1-B. 

4. It is further proposed to amend 
§ 141.4 entitled Form No. 1-C, Annual 
Report for Electric Utilities and Li¬ 
censees, Class D ( Publicly Owned) of 
Part 141—Statements and Reports 
(Schedules), Subchapter D—Approved 
Forms. Federal Power Act, Chapter I, 
Title 18, Code of Federal Regulations to 
prescribe the accompanying revised 
pages 1 and 2 of the condensed report 
form for Class D municipal electric utili¬ 
ties, incorporating a proposed change in 
the balance sheet and schedule of utility 
plant, and certain editorial changes. 
The revisions here proposed. 1 if adopted 
will supersede the corresponding pages, 
balance sheet and schedule now con¬ 
tained in FPC Form No. 1-C heretofore 
adopted and prescribed by the Commis¬ 
sion’s Order No. 112, dated December 21, 
1943, which superseded the Commission’s 
Order No. 71. dated December 9, 1939, 
and amended and readopted FPC Form 
No. 97-M, redesignating said form as 
FPC Form No. 1-C. 

5. It is further proposed to amend 
§ 260.2 entitled Annual Report for Natu¬ 
ral-Gas Companies (Class C and Class 
D>; FPC Form No. 2-A of Part 260— 
Statements and Reports (Schedules), 
Subchapter G—Approved Forms, Natural 
Gas Act. Chapter I of Title 18. Code of 
Federal Regulations, to prescribe the ac¬ 
companying revised balance sheet for 
Classes C and D Natural Gas Companies. 
The revised form of balance sheet here 
proposed, 1 if adopted will supersede the 
balance sheet form now contained In 
FPC Form No. 2-A heretofore adopted 
and prescribed by the Commission’s 
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Order No. 114, dated December 21, 1943, 
which superseded the Commission’s 
Order No. 90. dated February 7. 1942. 
and readopted FPC Form No. 133-M, re¬ 
designating said form as FPC Form No. 
2-A. 

6. The revisions proposed to be 
adopted are designed to effect uniformity 
in the form of balance sheets contained 
in annual report forms for all Electric 
Utilities and Licensees, and Natural Gas 
Companies filing such reports with the 
Commission. It is to be noted that in the 
revised balance sheet forms here pro¬ 


PROPOSED RULE MAKING 

posed, the depreciation, amortization 
and certain other reserves appear as de¬ 
ductions from related asset accounts. 

7. The amendments to the Commis¬ 
sion’s rules herein described and set 
forth are proposed to be issued under the 
authority granted the Federal Power 
Commission by the Federal Power Act, 
particularly sections 3 (13). 4 (a), 4 (c), 
301 (a). 304 (a), 309, and 311 thereof 
<49 Stat. 838. 839, 854, 855, 858, 859; 
16 U. S. C. 796 (13). 797 (a). (c), 825 (a), 
825c <a), 825h, 825j), and the Natural 
Gas Act. particularly sections 8 (a), 10 


(a), and 16 thereof (52 Stat. 825, 826. 
830; 15 U. S. C. 717g (a). 717i (a). 717o). 

Any interested person may submit to 
the Federal Power Commission, Wash¬ 
ington 25, D. C., on or before November 
7, 1949, data, views and comments in 
writing concerning the proposed amend¬ 
ments. The Commission will consider 
these written submittals before acting 
upon the proposed amendments. 

[seal] Leon M. Fuquay, 

Secretary. 

[P. R. Doc. 49-8092; Piled, Oct. 7, 1949; 
8:46 a. m.] 


NOTICES 


DEPARTMENT OF THE TREASURY 

Office of the Secretary 

Central Bank for Cooperatives 

DESIGNATION OF SECURITIES FOR EXEMPTION 

UNDER THE SECURITIES EXCHANGE ACT OF 

1934 

OCTOBER 4, 1949. 

Paragraph 12 of section 3 (a) of the 
Securities Exchange Act of 1934, as 
amended, provides in part that when 
used in title I thereof, unless the context 
otherwise requires, the term “exempted 
security” or “exempted securities” shall 
include such securities issued or guaran¬ 
teed by corporations in which the United 
States has a direct or indirect interest as 
shall be designated for exemption by the 
Secretary of the Treasury as necessary 
or appropriate in the public interest or 
for the protection of investors. 

Notice is hereby given that pursuant 
to paragraph 12 of section 3 (a) of the 
Securities Exchange Act of 1934, as 
amended, the Secreary of the Treasury 
on September 15, 1949, designated for 
exemption securities issued by the Cen¬ 
tral Bank for Cooperatives under au¬ 
thority of the Farm Credit Act of 1933, 
as amended. 

This designation for exemption may 
be revoked, modified, or amended at any 
time with respect to securities not issued 
prior to such time. 

John W. Snyder, 
Secretary of the Treasury. 

(P. R. Doc. 49-8120; Filed, Oct. 7, 1949; 

8:51 a. m.] 

DEPARTMENT OF THE INTERIOR 

Office of the Secretary 

[Order 25371 
Geological Survey 

DELEGATION OF AUTHORITY WITH RESPECT TO 
ACCEPTANCE OF CONVEYANCES 

October 3, 1949. 

Section 1. Acceptance of convey - 
ances. The Director of the Geological 
Survey may enter into agreements for 
the acquisition and accept conveyances 
of lands or interests in lands whenever 
such lands or interests in lands are to be 
acquired for administration through the 
Geological Survey pursuant to ‘any act 
of Congress. 


Sec. 2. Revocation. 43 CFR, 1946 
Supp., 4.620, is revoked. 

(5 U. S. C., 22) 

J. A. Krug, 

Secretary of the Interior . 

[r. R. Doc. 49-8089; Filed, Oct. 7, 1949; 
8:46 a. m.l 


DEPARTMENT OF COMMERCE 

Office of International Trade 

[Case No. 651 

American Firstoline Corp. and Allan 
Adolph Lubitz 

order suspending license privileges 

In the matter of American Firstoline 
Corporation and Allan Adolph Lubitz, 
President, 420 Lexington Avenue, New 
York 17, New York; Case No. 65. 

This proceeding was instituted on June 
28, 1949, by the transmission of a charg¬ 
ing letter to the above-named respond¬ 
ents, wherein the Office of International 
Trade charged respondents, together 
with certain others, with having vio¬ 
lated the provisions of the Export Con¬ 
trol Act of 1949 (Pub. Law 11, 81st Cong.) 
and section 6 of the act of July 2. 1940 
(54 Stat. 714), as amended, and the 
regulations promulgated under said 
statutes, by attempting to export, be¬ 
tween February 8, 1949, and April 5, 
1949, between 500 and 650 tons of carbon 
black from the United States to Belgium 
or Holland, or both, through Mexico, 
without having obtained or holding a 
validated export license therefor but un¬ 
der the false representations and decla¬ 
rations that such shipments were being 
made to a named person in Mexico who 
was not the true ultimate consignee, with 
Mexico as the country of ultimate desti¬ 
nation, and so were permissible under 
general license. 

More particularly it was alleged in said 
charging letter that respondents entered 
into an arrangemept with an importer in 
Mexico pursuant to which (1) the Mexi¬ 
can importer agreed to, and did in fact, 
procure in the United States, ship to 
Mexico, and turn over to respondents at a 
Mexican port the above-named commod¬ 
ity for transshipment to Holland or Bel¬ 
gium, or both; (2) respondents and the 
Mexican importer engaged a forwarding 
agent at the Mexican border to handle 


the movement of said commodity from 
the United States to the port in Mexico 
and 'to prepare and file with United 
States Customs officials shipper’s export 
declarations covering such commodity; 
(3) said forwarder did clear said com¬ 
modity through Customs by the filing 
of shipper’s export declarations showing 
the forwarder as exporter, the Mexican 
importer as ultimate consignee, and 
Mexico as the ultimate destination and 
representing that exportation was being 
made under general license “GO” as 
authorized by the Office of International 
Trade; (4) such commodity was moved 
into Mexico and transported to the Mex¬ 
ican port under bond “in transit” and 
was loaded aboard vessel for shipment to 
Holland under bills of lading naming the 
Mexican importer as shipper and con¬ 
signee. Respondents, together with said 
forwarder and Mexican importer, were 
thus charged with having attempted to 
make such exportation with knowledge 
that the commodity was in fact not be¬ 
ing exported to the named consignee in 
Mexico or to Mexico as the country of 
ultimate destination but with the in¬ 
tention that it would be transshipped 
from Mexico to Holland and with full 
knowledge of the falsity of the represen¬ 
tations contained in said shipper’s ex¬ 
port declarations. 

It appears that after respondents had 
received the above-mentioned charging 
letter and had filed a general denial and 
requested an oral hearing, and after the 
date of such hearing had been fixed, 
counsel for respondents made a proposal 
for the entry of a consent order and, 
together with counsel for the Office of 
International Trade, came before the 
Compliance Commissioner and discussed 
with him the bases of the charges, the 
nature and volume of respondents' busi¬ 
ness, and the propriety and reasonable¬ 
ness of various proposed periods of sus¬ 
pension. Respondents thereupon, by 
agreement with the Enforcement Staff 
of the Office of International Trade, 
submitted to the Compliance Commis¬ 
sioner, with the advice of counsel and 
through such counsel, a letter stating 
that they do not desire to contest said 
charges and consent to the entry of an 
order revoking all outstanding export li¬ 
censes issued to them and denying to 
them the right to export to any destina¬ 
tion for a period of one year from the 
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date of such order any commodity in¬ 
cluded in the Positive List of Commodi¬ 
ties promulgated by the Office of Inter¬ 
national Trade as such Positive List 
exists at the time of any proposed ship¬ 
ment, and, further, that such order shall 
extend to any person, firm, corporation, 
or other business organization in which 
said respondents or either of them shall 
have a controlling interest or hold a 
position of responsibility in connection 
with export trade, except that, with re¬ 
spect to Bendix Chemical Corporation (a 
corporation controlled by respondents), 
such suspension shall continue for only 
nine months from the date of such order 
and shall extend only to exports for 
which a validated export license is re¬ 
quired at the time of any proposed ship¬ 
ment. It is further stipulated in said 
letter of consent that said B3ndix 
Chemical Corporation will not. during 
the period of suspension applicable to 
respondents, export to any destination 
any commodities of the kinds which it 
has not heretofore exported but which 
have been exported by respondents and 
which are included in the Positive List 
as then existing and, further, that re¬ 
spondents will submit to the Office of 
International Trade monthly reports of 
all exports (commodity, quantity, and 
destination) made by them and by 
Bendix Chemical Corporation during the 
period respondents remain under sus¬ 
pension. It is represented that respond¬ 
ents’ exoort business has been primarily 
in the fields of pigments, heavy chem¬ 
icals and solvents, and that Bendix 
Chemical Corporation’s export business 
has been in the fields of drugs, phar¬ 
maceuticals, intermediates and fine 
chemicals. Finally, it is stipulated in 
said letter of consent that, after six 
months from the date of such order, re¬ 
spondents may apply for a modification 
thereof. 

It further appears that the above- 
mentioned letter of consent together 
with evidence in the possession of the 
Office of International Trade has been 
submitted to the Compliance Commis¬ 
sioner and reviewed by him; that he has 
found that such evidence appears to sup¬ 
port the charges and that the terms and 
conditions of the proposed order as con¬ 
sented to by respondents are fair and 
reasonable; and that he has recom¬ 
mended that such proposal be adopted 
and such order issued but without prej¬ 
udice to the pending Customs seizure 
proceeding relating to the commodity 
involved herein or to any other proceed¬ 
ing against respondents and any pro¬ 
ceeding against any other parties to the 
attempted exportation above described. 

The findings and recommendations of 
the Compliance Commissioner have been 
carefully considered, together with the 
above-mentioned letter of consent and 
the evidence in the possession of the Of¬ 
fice of International Trade, and it ap¬ 
pears that such findings are reasonable 
and that such recommendations should 
be adopted. 

Now, therefore, it is ordered as fol¬ 
lows: 

(1) All outstanding export licenses is¬ 
sued to respondents or either of them 
‘or to Bendix Chemical Corporation) are 
hereby revoked and shall be returned at 


once to the Office of International Trade 
for cancellation. 

(2) Respondents and each of them 
are hereby denied, for a period of one 
year from the date of this order, the 
privilege of obtaining or using, or par¬ 
ticipating directly or indirectly in the 
obtaining or using of export licenses, in¬ 
cluding general licenses as well as vali¬ 
dated licenses, for shipment (regardless 
of destination) of any commodities in¬ 
cluded in the Positive List of Commodi¬ 
ties as promulgated by the Office of 
International Trade, as such Positive List 
exists at the time of any proposed ship¬ 
ment. 

(3) Such revocation and denial of ex¬ 
port license privileges shall extend not 
only to respondents but also to any other 
person, firm, corporation, or other busi¬ 
ness organization in which either of said 
respondents shall have a controlling in¬ 
terest or hold a position of responsibility 
in connection with export trade: Pro¬ 
vided, however , That, with respect to 
Bendix Chemical Corporation (a cor¬ 
poration controlled by respondents) such 
denial of export license privileges shall 
continue for only nine months from the 
date of this order and shall extend only 
to exports for which validated export 
license is required at the time of any 
proposed shipment. 

(4) Bendix Chemical Corporation shall 
not. during the year following the date of 
this order, export to any destination any 
commodities of the kinds which it has 
not heretofore exported but which have 
been exported by respondents and which 
are included in the Positive List as then 
existing. 

(5) Respondents shall by the 10th of 
each following month, submit to the Of¬ 
fice of International Trade (Enforce¬ 
ment Staff) a report of all exports 
(showing commodity, quantity and des¬ 
tination) made by them and by Bendix 
Chemical Corporation during each cal¬ 
endar month while this order remains 
in effect. 

(6) Respondents may apply to the 
Office of International Trade for a modi¬ 
fication of this order at any time after 
the expiration of six months from the 
date thereof. 

(7) This order shall be without preju¬ 
dice to the pending Customs seizure pro¬ 
ceeding relating to the commodity in¬ 
volved herein or to any other proceeding 
against respondents and any proceeding 
against any other parties to the at¬ 
tempted exportation above described. 

Dated: October 4. 1949. 

James C. Foster, 

Acting Director , 
Commodities Division, 

[F. R. Doc. 49-8108; Filed, Oct. 7, 1949; 
8:49 a. m.] 

DEPARTMENT OF LABOR 

Wage and Hour and Public Contracts 
Divisions 

Employment of Handicapped Clients by 
Sheltered Workshops 

NOTICE OF ISSUANCE OF SPECIAL 
CERTIFICATES 

Notice is hereby given that special 
certificates authorizing the employment 


of handicapped clients at hourly wage 
rates lower than the minimum wage 
rates applicable under section 6 of the 
Fair Labor Standards Act of 1938 and 
section 1 (b) of the Walsh-Healey Public 
Contracts Act have been issued to the 
sheltered workshops hereinafter men¬ 
tioned. under section 14 of the Fair Labor 
Standards Act of 1938 (sec. 14. 52 Stat. 
1068; 29 U. S. C. 214» and Part 525 of the 
regulations issued thereunder <29 CFR, 
Cum. Supp., Part 525. amended 11 F. R. 
9556). and under sections 4 and 6 of the 
Walsh-Healey Fublic Contracts Act (secs. 
4. 6, 49 Stat. 2028; 41 U. S. C. 38, 40) and 
Article 1102 of the regulations issued 
pursuant thereto (41 CFR, Cum. Supp., 
201 . 1102 ). 

The names and addresses of the shel¬ 
tered workshops to which certificates 
were issued, wage rates, and the effective 
and expiration dates of the certificates 
are as follows: 

Lutheran Service Society of Western 
Pennsylvania, 23d and Sidney Streets, 
Pittsburgh. Pennsylvania; at a wage rate 
of not less than the piece rate paid non¬ 
handicapped employees engaged in the 
same occupation in regular commercial 
industry maintaining approved labor 
standards, or not less than 35 cents per 
hour, whichever is higher, and a rate of 
not less than 35 cents for each new client 
during his initial 4-week evaluation 
period in the workshop; certificate is 
effective October 1, 1949, and expires 
September 20, 1950. 

Goodwill Industries. 1500 West Monroe 
Street, Chicago 7. Illinois; at a wage rate 
of not less than the piece rate paid non¬ 
handicapped employees engaged in the 
same occupation in regular commercial 
industry maintaining approved labor 
standards, or not less than 10 cents per 
hour, whichever is higher, and a rate of 
not less than 5 cents for each new client 
during his initial 4-week evaluation 
period in the workshop: certificate is 
effective September 23, 1949, and expires 
September 22, 1950. 

The Chicago Lighthouse for the Blind, 
3323 West Cermak Road, Chicago 23, 
Illinois; at a wage rate of not less than 
the piece rate paid non-handicapped em¬ 
ployees engaged in the same occupation 
in regular commercial industry main¬ 
taining approved labor standards, or not 
less than 20 cents per hour, whichever is 
higher, and a rate of not less than 15 
cents for each new client during his 
initial 4-week evaluation period in the 
workshop: certificate is effective October 
1, 1949, and expires September 30, 1950. 

Northwest Missouri Association for the 
Blind. 307 South Fourth Street, St. Jo¬ 
seph, Missouri; at a wage rate of not less 
than the piece rate paid non-handi¬ 
capped employees engaged in the same 
occupation in regular commercial indus¬ 
try maintaining approved labor stand¬ 
ards. or not less than 20 cents per hour, 
whichever is higher, and a rate of not 
less than 10 cents for each new client 
during his initial 4-week evaluation 
period in the workshop; certificate is 
effective October 1, 1949, and expires 
September 30. 1950. 

Missouri Goodwill Industries, 4140 
Forest Park Boulevard, St. Louis, Mis¬ 
souri ; at a wage rate of not less than the 
piece rate paid non-handicapped em¬ 
ployees engaged in the same occupation 
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in regular commercial industry main¬ 
taining approved labor standards, or not 
less than 25 cents per hour, whichever is 
higher, and a rate of not less than 15 
cents for each new client during his 
initial 4-week evaluation period in the 
workshop; certificate is effective October 
1, 1949, and expires March 31, 1950. 

The employment of handicapped clients 
in the above-mentioned sheltered work¬ 
shops under these certificates is limited 
to the terms and conditions therein con¬ 
tained and is subject to the provisions 
of Part 525 of the regulations. These 
certificates have been issued on the ap¬ 
plicants’ representations that they are 
sheltered workshops as defined in the 
regulations and that special services are 
provided their handicapped clients. A 
sheltered workshop is defined as, “A 
charitable organization or institution 
conducted not for profit, but for the pur¬ 
pose of carrying out a recognized pro¬ 
gram of rehabilitation for individuals 
whose earning capacity is impaired by 
age or physical or mental deficiency or 
Injury, and to provide such Individuals 
with remunerative employment or other 
occupational rehabilitating activity of 
an educational or therapeutic nature/’ 
These certificates may be cancelled in 
the manner provided by the regulations. 
Any person aggrieved by the issuance of 
any of these certificates may seek a re¬ 
view or reconsideration thereof within 
fifteen days after publication of this no¬ 
tice in the Federal Register. 

Signed at Washington, D. C., this 27th 
day of September 1949. 

Raymond G. Garceatj, 
Director , 

Field Operations Branch. 

(F. R. Doc. 49-8103; Filed. Oct. 7, 1949; 

8:49 a. m.| 


CIVIL AERONAUTICS BOARD 

| Docket No. 3928] 

Cook Cleland Catalina Airways, Inc., 
et al. ; Control Case 

NOTICE OF HEARING 

In the matter of the joint applications 
of Cook Cleland, William W. Cleland. 
Ora Lee Cleland. William S. Burton, and 
Cook Cleland Catalina Airways for ap¬ 
proval of control and certain interlocking 
relationships under sections 408 and 409 
of the Civil Aeronautics Act of 1938, as 
amended. 

Notice is hereby given, pursuant to the 
Civil Aeronautics Act of 1938, as 
amended, particularly sections 205, 408, 
409, and 1001 of the said act, that a hear¬ 
ing in the above-entitled proceeding is 
assigned to be held on October 12, 1949, 
at 10:00 a. m. e. s. t., in Room 2065, Tem¬ 
porary Building 4. Seventeenth Street 
and Constitution Avenue NW., Washing¬ 
ton. D. C., before Examiner R. Vernon 
Radcliffe. 

Without limiting the scope of the is¬ 
sues presented by said applications, par¬ 
ticular attention will be directed to the 
following matters and questions: 

1. Do the interests of Cook Cleland in 
Cook Cleland Catalina Airways, Inc., 
Cook Cleland’s Air Services, Inc., and Air 
Messages. Inc., result in the acquisition of 
control of an air carrier by a person con¬ 


trolling another air carrier or by a per¬ 
son engaged in any other phase of aero¬ 
nautics within the meaning of section 
408 (a) (5) of the act. or result in the 
acquisition of control of any person en¬ 
gaged in any phase of aeronautics other¬ 
wise than as an air carrier by a person 
controlling an air carrier, within the 
meaning of section 408 (a) (6> of the 
act, so as to require the approval of the 
Board pursuant to section 408 (b) of the 
act? 

2. If said interests require the Board’s 
approval, pursuant to section 408 (b> of 
said act, is it consistent with the public 
interest or will it create a monopoly and 
thereby restrain competition or jeopar¬ 
dize another air carrier not a party 
thereto? 

3. Are the interlocking relationships 
resulting from the holding of positions 
by Cook Cleland with Cook Cleland Cata¬ 
lina Airways, Inc., Cook Cleland Air Serv¬ 
ices, Inc., and Air Messages, Inc., or re¬ 
sulting from the holding of positions by 
William W. Cleland. Ora Lee Cleland, and 
William S. Burton with Cook Cleland 
Catalina Airways, and Cook Cleland Air 
Services, Inc., adverse to the public in¬ 
terest because such relationships have 
been entered into and continued without 
prior approval of the Board? 

4. Are the interlocking relationships 
resulting from the holding of positions 
by Cook Cleland with Cook Cleland Cata¬ 
lina Airways, Inc., Cook Cleland Air Serv¬ 
ices, Inc., and Air Messages, Inc., or re¬ 
sulting from the holding of positions by 
William W. Cleland, Ora Lee Cleland. and 
William S. Burton with Cook Cleland 
Catalina Airways. Inc., and Cook Cleland 
Air Services, Inc., adverse to the public 
interest because there may be a conflict 
in the interests of Cook Cleland Catalina 
Airways. Inc., Cook Cleland Air Services. 
Inc., and/or Air Messages, Inc.? 

5. If the foregoing acquisition of con¬ 
trol and interlocking relationships are 
approved, should the Board impose 
reasonable terms and conditions to pro¬ 
tect the public interest, and, if so, what 
terms and conditions? 

Notice is further given that any per¬ 
son other than parties of record as of 
October 4. 1949, desiring to be heard in 
this proceeding may file with the Board 
on or before October 12, 1949, a state¬ 
ment setting forth the facts and law in 
issue which he desires to controvert. 

For further details, interested parties 
are referred to the application on file 
with the Civil Aeronautics Board. 

Dated at Washington, D. C., October 
4, 1949. 

By the Civil Aeronautics Board. 

[sealI M. C. Mulligan, 

Secretary. 

(F. R. Doc. 49-8110; Filed, Oct. 7, 1949; 

8:49 a. m.j 


[Docket No. 4035J 

Mt. McKinley Airways, Inc.; 
Enforcement Proceeding 

NOTICE OF HEARING 

In the matter of the suspension and 
revocation of Letter of Registration No. 
737 issued to Mt. McKinley Airways, Inc. 


For further details of the proceeding, 
parties are referred to Board Orders 
Serial Nos. E-2683 and E-3130. dated 
April 5. 1949, and August 10, 1949, re¬ 
spectively, and the Prehearing Confer¬ 
ence Report in the subject proceeding, 
all on file with the Civil Aeronautics 
Board in the subject docket. 

Notice is hereby given pursuant to the 
Civil Aeronautics Act of 1938, as 
amended, that public hearing in the 
above-entitled proceeding is assigned to 
be held at 10:00 a. ra., e. s. t., October 
24, 1949. in Room 2015, Temporary Build¬ 
ing No. 5, Sixteenth Street and Consti¬ 
tution Avenue NW.. Washington, D. C. f 
before Examiner Richard A. Walsh. 

Without limiting the scope of the is¬ 
sues presented in said proceeding, par¬ 
ticular attention will be directed to the 
following matters and questions: 

1. Has Respondent violated sections 
401 <a) and 1005 (e) of the Civil Aero¬ 
nautics Act of 1938. as amended, the 
Board’s order to cease and desist issued 
on April 5. 1949 (Serial No. E-2633) and 
Part 291 (formerly § 292.1) of the 
Board's Economic Regulations. 

2. If such violations are established, 
were such violations knowing and wil¬ 
ful? 

3. If such violations are established, 
whether knowing and wilful or other¬ 
wise, should the Board issue an order to 
cease and desist or other order to compel 
compliance with the act and require¬ 
ments thereunder? 

4. If such knowing and wilful viola¬ 
tions are established, should the Letter 
of Registration heretofore issued to Re¬ 
spondent by the Board be revoked? 

Notice is further given that any per¬ 
son, other than parties of record as of 
October 4. 1949, desiring to be heard in 
this proceeding may file with the Board 
on or before October 24, 1949, a state¬ 
ment setting forth the issues of fact or 
law raised by this proceeding which he 
desires to controvert. 

Dated at Washington, D. C. October 4, 
1949. 

By the Civil Aeronautics Board. 

[ seal 1 M. C. Mulligan , 

Secretary. 

[F. R. Doc. 49-8102; Filed, Oct. 7, 1949; 

8:49 a. m.| 


FEDERAL POWER COMMISSION 

[Docket No. G-1258] 
Consolidated Gas Utilities Corp. 

ORDER FIXING DATE OF HEARING 

On August 15, 1949, Consolidated Gas 
Utilities Corporation (Applicant), a Del¬ 
aware corporation having its principal 
place of business in Oklahoma City, 
Oklahoma, filed an application, supple¬ 
mented by data thereto filed August 24, 
1949, for a certificate of public con¬ 
venience and necessity pursuant to sec¬ 
tion 7 of the Natural Gas Act, as 
amended, authorizing the construction 
and operation of certain natural-gas fa¬ 
cilities, subject to the jurisdiction of the 
Commission, as fully described in such 
application on file with the Commission 
and open to public inspection. 
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Temporary authorization to construct 
and operate the requested facilities was 
granted by the Commission on September 
13, 1949. 

Applicant has requested that this ap¬ 
plication be heard under the shortened 
procedure provided for by § 1.32 (b) of 
the Commission's rules of practice and 
procedure; and no request to be heard or 
protest has been filed subsequent to the 
giving of due notice of the filing of the 
application, including publication in the 
Federal Register on August 31, 1949 (14 
F. R. 5404). 

The Commission finds: This proceed¬ 
ing is a proper one for disposition under 
the provisions of § 1.32 (b) of the Com¬ 
mission’s rules of piactice and procedure. 

The Commission orders: 

(A) Pursuant to the authority con¬ 
tained in, and subject to the jurisdiction 
conferred upon the Federal Power Com¬ 
mission by sections 7 and 15 of the Nat¬ 
ural Gas Act, as amended, and the 
Commission’s rules of practice and pro¬ 
cedure, a hearing be held on October 26, 
1949, at 9:30 a. m. e. s. t., in the Hearing 
Room of the Federal Power Commisison, 
1800 Pennsylvania Avenue NW.. Wash¬ 
ington, D. C., concerning the matters in¬ 
volved and the issues presented by such 
application and supplemental data: 
Provided, however , That the Commission 
may, after a non-contested hearing, 
forthwith dispose of the proceeding pur¬ 
suant to the provisions of § 1.32 (b) of 
the Commisison’s rules of practice and 
procedure. 

(B) Interested State commissions 
may participate as provided for by §§ 1.8 
and 1.37 (f) of the said rules of practice 
and procedure. 

Date of issuance: October 4, 1949. 

By the Commisison. 

[seal] Leon M. Fuquay, 

Secretary . 

[F. R. Doc. 49-8090; Filed, Oct. 7, 1949; 

8:46 a. m.l 


[Docket No. G-1269J 
Lone Star Gas Co. 

ORDER FIXING DATE OF HEARING 

On August 29. 1949, Lone Star Gas 
Company (Applicant), a Texas corpora¬ 
tion having its principal place of busi¬ 
ness at Dallas, Texas, filed an application 
for a certificate of public convenience 
and necessity pursuant to section 7 (c) 
of the Natural Gas Act, as amended, au¬ 
thorizing the construction and operation 
of certain natural-gas facilities, subject 
to the jurisdiction of the Commission, as 
fully described in such application on 
file with the Commission and open to 
public inspection. 

Applicant has requested that this ap¬ 
plication be heard under the shortened 
procedure provided by § 1.32 (b) of the 
Commission’s rules of practice and pro¬ 
cedure for non-contested proceedings, 
and this proceeding appears to be a 
proper one for disposition under the 
aforesaid rule, provided no request to be 
heard, protest or petition raising an is¬ 
sue of substance is filed subsequent to 
the giving of due notice of the filing of 
the application, including publication in 
No. 195-3 


the Federal Register on September 23, 
1949 (14 F. R. 5820). 

The Commission orders: 

(A) Pursuant to authority contained 
in and subject to the jurisdiction con¬ 
ferred upon the Federal Power Commis¬ 
sion by sections 7 and 15 of the Natural 
Gas Act, as amended, and the Commis¬ 
sion’s rules of practice and procedure, 
a public hearing be held on October 20. 
1949, at 9:30 a. m., e. s. t., in the Hearing 
Room of the Federal Power Commission, 
1800 Pennsylvania Avenue NW.. Wash¬ 
ington, D. C.. concerning the matters 
involved and the issues presented by 
such application: Provided , however , 
That the Commission may, after a non- 
contested hearing, forthwith dispose of 
the proceeding pursuant to the provi¬ 
sions of § 1.32 (b) of the Commission’s 
rules of practice and procedure. 

<B> Interested State commissions may 
participate as provided by §§ 1.8 and 
1.37 (f) of the said rules of practice and 
procedure. 

Date of issuance: October 4, 1949. 

By the Commission. 

[seal! Leon M. Fuquay, 

Secretary. 

[F. R. Doc. 49-8091; Filed, Oct. 7, 1949; 

8:46 a. m.J 


[Docket No. G-1283J 
Tennessee Gas Transmission Co. 

NOTICE OF APPLICATION 

October 5, 1949. 

Take notice that Tennessee Gas Trans¬ 
mission Company (Applicant), a Dela¬ 
ware corporation, of Houston, Texas, 
filed on September 30. 1949, an applica¬ 
tion for a certificate of pubUc conven¬ 
ience and necessity pursuant to section 
7 of the Natural Gas Act, as amended, 
authorizing the construction and opera¬ 
tion of certain natural-gas transmission 
pipe line facilities hereinafter described. 

Applicant proposes to transport from 
the Carthage Gas Field, Panola County, 
Texas, to Applicant’s main gas transmis¬ 
sion line approximately 111,000,000 cubic 
feet of gas presently being transported 
for Applicant by United Gas Pipe Line 
Company. For such purpose, Applicant 
proposes to construct and operate (1) 
new compressor units aggregating 4,800 
horsepower, together with necessary ap¬ 
purtenances. at its Compressor Station 
No. 5. Natchitoches Parish, Louisiana, 
at the terminus of its transmission pipe 
line extending from the Carthage Gas 
Field; and (2) approximately 24.2 miles 
of 39-inch O. D. line looping a portion 
of its main gas transmission pipe line 
between Compressor Stations Nos. 5 and 
6. Applicant estimates delivery capacity 
of its existing line extending from the 
Carthage Gas Field by an additional 50,- 
000,000 cubic feet per day, making a 
total designed delivery capacity of ap¬ 
proximately 250,000.000 cubic feet per 
day; and (2) will increase the capacity 
of its main gas transmission line between 
Compressor Stations Nos: 5 and 6 suffi¬ 
ciently to transport the additional 111,- 
000.000 cubic feet of gas per day. 

The estimated cost of the proposed 
facilities is $2,294,930, all of which Ap¬ 


plicant proposes to finance out of funds 
on hand and funds resulting from 
operations. 

Protests or petitions to intervene may 
be filed with the Federal Power Com¬ 
mission, Washington 25, D. C., in accord¬ 
ance with the rules of practice and 
procedure (18 CFR 1.8 or 1.10) within 
15 days from the date of publication 
hereof in the Federal Register. The 
application is on file with the Commis¬ 
sion for public inspection. 

[seal] Leon M. Fuquay, 

Secretary . 

[F. R. Doc. 49-8104; Filed, Oct. 7. 1949; 

8:49 a. m.[ 


INTERSTATE COMMERCE 
COMMISSION 

[Rev. S. O. 562. King’s I. C. C. Order 8, 
Amdt. 1| 

Missouri Pacific Railroad Co. 
rerouting or diversion of traffic 

Upon further consideration of King’s 
I. C. C. Order No. 3 and good cause ap¬ 
pearing therefor: It is ordered. That: 

King’s I. C. C. Order No. 3. be, and it 
is hereby, amended by substituting the 
following paragraph (g) for paragraph 
(g) thereof: 

(g) Expiration date. This order shall 
expire at 11:59 p. m., October 31. 1949, 
unless otherwise modified, changed, sus¬ 
pended or annulled. 

It is further ordered , That this 
amendment shall become effective at 
11:59 p. m., 0< ober 7, 1949, and that 
this order shall be served upon the As¬ 
sociation of American Railroads, Car 
Service Division, as agent of all the i ail- 
roads subscribing to the car service and 
per diem agreement under the terms of 
that agreement, and by filing it with the 
Director. Division of Federal Register. 

Issued at Washington, D. C., October 
3d, 1949. 

Interstate Commerce 
Commission, 

Homer C. King, 

Agent. 

[F. R. Doc. 49-8093; Filed. Oct. 7, 1949; 

8:47 a. m.J 


SECURITIES AND EXCHANGE 
COMMISSION 

[File No. 70-18811 
Columbia Highlands Co. 

ORDER PERMITTING DECLARATION TO BECOME 
EFFECTIVE 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the city of Washington, D. C. on 
the 30th day of September A. D. 1949. 

Columbia Highlands Company (“Co¬ 
lumbia”), a non-utility subsidiary of 
Washington Irrigation & Development 
Company (“Washington”), a non-util- 
ity subsidiary of American Power & Light 
Company, a registered holding company, 
having filed a declaration and an amend¬ 
ment thereto pursuant to the Public 
Utility Holding Company Act of 1935, 
particularly sections 12 (c) and 12 (f) 
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NOTICES 


thereof and Rules U-42 and U-46 there¬ 
under, with respect to the following 
transactions: 

Columbia, prior to November 21, 1947, 
had outstanding $32,375 principal 
amount of 6% demand notes and 1,000 
shares of $100 par value capital stock, 
including 450 shares partially paid. 
Washington held all of the 6% demand 
notes and 250 shares of the capital stock 
which were fully paid. On November 21. 
1947, Columbia consummated the sale of 
all of its property consisting of unculti¬ 
vated land, and paid its outstanding 6% 
notes at principal amount plus accrued 
Interest. On May 20, 1948, Columbia's 
stockholders voted to dissolve the com¬ 
pany and to distribute its remaining net 
assets, consisting of cash, to the holders 
of the capital stock in the proportions 
that the amounts paid in on their re¬ 
spective shares bore to the total amount 
of paid-in capital. Such distribution has 
not yet been made to Washington or to 
certain other stockholders whose certifi¬ 
cates have not been presented for distri¬ 
bution. 

The payment by Columbia of its de¬ 
mand notes held by Washington and the 
distribution of a portion of Columbia’s 
remaining net assets to certain of its 
stockholders other than Washington 
were made without a request for author¬ 
ization of this Commission for the stated 
reason that counsel for Columbia did 
not believe that the Public Utility Hold¬ 
ing Company Act of 1935 and the rules 
thereunder were applicable to such trans¬ 
actions. Columbia now requests that 
these transactions and the distribution 
of its remaining cash be authorized by 
the Commission pursuant to sections 
12 (c) and 12 (f) of said act and Rules 
U-42 and U-46 thereunder. 

Said declaration having been filed on 
June 23, 1948, and an amendment there¬ 
to having been filed on August 24, 1949, 
and notice of said filing having been given 
in the form and manner prescribed by 
Rule U-23 promulgated pursuant to said 
act and the Commission not having re¬ 
ceived a request for hearing with re¬ 
spect thereto within the period specified 
in said notice, or otherwise, and not hav¬ 
ing ordered a hearing thereon; and 

The Commission finding with respect 
to said declaration, as amended, that the 
requirements of the applicable provi¬ 
sions of the act and rules thereunder are 
satisfied, and deeming it appropriate that 
said declaration, as amended, be per¬ 
mitted to become effective without the 
imposition of terms and conditions other 
than those hereinafter ordered, and the 
Commission also deeming it appropriate 
to grant declarant’s request that the 
order herein become effective forthwith 
upon issuance thereof: 

It is ordered, Pursuant to Rule U-23 
and the applicable provisions of the act, 
and subject to the terms and conditions 
prescribed in Rule U-24, that said de¬ 
claration, as amended, be. and the same 
hereby is, permitted to become effective 
forthwith. 

By the Commission. 

[seal! Orval L. DuBois, 

Secretary . 

(F. R. Doc. 49-8099; Filed, Oct. 7, 1949; 

8:48 a. m.] 


[File No. 70-21911 

Pennsylvania Gas & Electric Corp. 
et AL. 

SUPPLEMENTAL ORDER RELEASING JURISDIC¬ 
TION IN CERTAIN MATTERS AND GRANTING 
AND PERMITTING APPLICATION-DECLARA¬ 
TION TO BECOME EFFECTIVE 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington, D. C. on 
the 4th day of October A. D. 1949. 

In the matter of Pennsylvania Gas & 
Electric Corporation, York County Gas 
Company, Penn-Western Service Cor¬ 
poration; Pile No. 70-2191. 

Pennsylvania Gas & Electric Corpora¬ 
tion (“Penn Corp’’), a registered holding 
company, York County Gas Company 
(“York”), a public utility subsidiary of 
Penn Corp, and Penn-Western Service 
Corporation (“Penn-Western"), a sub¬ 
sidiary of Penn Corp and* a mutual 
service company, having filed an appli¬ 
cation-declaration and an amendment 
thereto pursuant to sections 9 (a) (1) 
and 12 (d> of the Public Utility Holding 
Company Act of 1935 (the “act") and 
Rule U-23 thereunder regarding, among 
other things, the proposed sale by Penn 
Corp of its holdings of 4,506 shares of 
the capital stock of York pursuant to a 
public invitation for proposals to pur¬ 
chase such stock; and 
The Commission by its order dated 
September 20. 1949. with respect to said 
application-declaration, as amended, 
having granted said application and per¬ 
mitted said declaration to become effec¬ 
tive, subject to the condition, among 
others, that the proposed sale should not 
be consummated until the results of the 
public Invitation for proposals to pur¬ 
chase had been made a matter of record 
in this proceeding and a further order 
had been entered by this Commission 
in the light of the record so completed; 
and 

A further amendment having been 
filed herein setting forth the results of 
the public invitation for proposals to 
purchase the 4,506 shares of York's capi¬ 
tal stock and stating that, pursuant to 
the invitation for proposals to purchase 
such shares, the following bids for the 
stock have been received; 

Price per 


Bidding group headed by — share bid 

Hemphill, Noyes, Graham, Parson* 

& Co...$56.78 

A. C. Ailyn & Co.. Inc_ 65. 781 

Eastman. Dillon & Co_ 56. 651 

Kidder, Peabody & Co_ 54.7599 

E. W. Clark & Co. 1 . 64. 26 


1 Sole member of group. 

Said amendment having further stated 
that Penn Corp has accepted the bid of 
Hemphill, Noyes, Graham, Parsons & 
Co., as set out above, and that said cap¬ 
ital stock of York will be offered for sale 
to the public at a price of $58.25 per 
share resulting in an underwriting spread 
of $1.47 per share; and 

The Commission having examined said 
amendment and having considered the 
record herein and finding no basis for 
imposing terms and conditions with re¬ 
spect to such matters; 

It is ordered, That the jurisdiction 
heretofore reserved with respect to the 
matters to be determined as a result of 


the invitation for proposals to purchase 
4,506 shares of York’s capital stock be. 
and the same hereby is, released, and 
that the said application-declaration as 
further amended herein be and the same 
hereby is granted and permitted to be¬ 
come effective forthwith, subject how¬ 
ever to the terms and conditions 
prescribed in Rule U-24 and to the other 
reservations of jurisdiction set forth in 
our order dated September 20, 1949. 

It is further ordered and recited, That 
the following transactions are necessary 
or appropriate to the integration or sim¬ 
plification of the Penn Corp system, of 
which Penn Corp, York and Penn-West¬ 
ern are a part, and are necessary or 
appropriate to effectuate the provisions 
of section 11 (b) of the Public Utility 
Holding Company Act of 1935 and are 
hereby authorized, approved and per¬ 
mitted: 

(1) The sale, transfer and delivery by 
Penn Corp to the bidding group headed 
by Hemphill, Noyes, Graham, Parsons & 
Co. of 4.506 shares of capital stock of 
York with a par value of $20 per share. 

(2) The donation and transfer by York 
to Penn Corp of 120 shares of capital 
stock of Penn-Western with a par value 
of $10 per share. 

By the Commission. 

[seal! Orval L. DuBois. 

Secretary. 

IF. R. Doc. 49-8101; Filed. Oct. 7, 1949; 

8:48 a. m.) 


[File No. 70-22271 
Union Electric Co. of Missouri 

NOTICE OF FILING 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington, D. C., 
on the 3d day of October 1949. 

Notice is hereby given that an appli¬ 
cation-declaration has been filed with 
this Commission pursuant to the Public 
Utility Holding Company Act of 1935 
(“act") by Union Electric Company of 
Missouri (“Union"), a registered holding 
company and an electric utility sub¬ 
sidiary of The North American Com¬ 
pany, also a registered holding company. 
The applicant-declarant has designated 
sections 6 <b) or 6 (a) and 7 of the act 
and Rules U-23 and U-50 thereunder as 
applicable to the proposed transaction. 

Notice is further given that any inter¬ 
ested person may, not later than October 
19, 1949, at 5:30 p. m., e. s. t., request 
the Commission in writing that a hear¬ 
ing be held on such matter, stating the 
reasons for such request, the nature of his 
interest and the issues of fact and law 
raised by said application-declaration 
which he desires to controvert, or may 
request that he be notified if the Com¬ 
mission should order a hearing thereon. 
Any such request should be addressed as 
follows: Secretary, Securities and Ex¬ 
change Commission, 425 Second Street 
NW., Washington 25, D. C. At any time 
thereafter said application-declaration, 
as filed or as amended, may be granted 
and permitted to become effective as pro¬ 
vided in Rule U-23 of the rules and regu¬ 
lations promulgated under the act, or the 
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Commission may exempt such transac¬ 
tion as provided in Rule U-20 (a) and 
Rule U-100 thereof. 

All interested persons are referred to 
said application-declaration which is on 
file in the office of this Commission for a 
statement of the transaction therein 
proposed which is summarized as follows: 

Union proposes to issue and sell, pur¬ 
suant to the competitive bidding require¬ 
ments of Rule U-50, 150.000 shares of a 
new series of preferred stock, without par 
value. Each bid for the stock shall spec¬ 
ify the dividend rate which shall be a 
multiple of ten cents and the price to be 
paid to Union for the stock which shall 
be not less than $100 per share and not 
more than $102.75. Union has consented 
to the inclusion in the order of the Com¬ 
mission granting or permitting to be¬ 
come effective the application-declara¬ 
tion, a condition restricting the payment 
of dividends on common stock, except as 
certain capitalization ratios are met, in 
the same form as contained in the Com¬ 
mission’s order dated October 16. 1945 
(Holding Company Act Release No. 6134 > 
with respect to a previous issuance and 
sale of preferred stock by Union. The 
proceeds of said sale will be used to 
finance the construction program of 
Union and its wholly owned utility sub¬ 
sidiary, Union Electric Power Company, 
and to repay temporary bank loans, in 
the estimated amount of between $2,000,- 
000 and $5,000,000, to be made for the 
purpose of financing such construction 
program pending completion of the pro¬ 
posed sale of new preferred stock. 

The application-declaration states that 
the Missouri Public Service Commission, 
the state commission of the state in which 
Union operates, has jurisdiction over the 
proposed transaction. 

Applicant-declarant requests that the 
Commission’s order herein be issued so 
as to permit the invitation of bids by 
October 25, 1949, that such order become 
effective upon issuance, and that the 
ten-day notice for invitation of bids re¬ 
quired by Rule U-50 (b) be shortened to 
seven days. 

By order of the Commission. 

[seal! Orval L. DuBois, 

Secretary. 

IF. R. Doc. 49-8100; Filed, Oct. 7, 1949; 

8:48 a. m.] 


DEPARTMENT OF JUSTICE 

Office of Alien Property 

Authority: 40 Stat. 411, 55 Stat. 839. Pub. 
Laws 322. 671, 79th Cong., 60 Stat. 50, 925: 50 
U. S. C. and Supp. App. 1, 616; E. O. 9193, 
July 6. 1942, 3 CFR, Cum. Supp., E. O. 9567, 
June 8. 1945, 3 CFR, 1945 Supp., E. O. 9788, 
Oct. 14. 1946, 11 F. R. 11981. 

[Vesting Order 138131 
Elfrieda Wachner Herberg 

In re: Debt owing to and bank account 
owned by Elfrieda Wachner Herberg. 
P-28-12632-A-l, P-28-12632-C-l. 

Under the authority of the Trading 
With the Enemy Act, as amended, Exec¬ 
utive Order 9193, as amended, and Exec¬ 
utive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 




1. That Elfrieda Wachner Herberg, 
whose last known address is 31 Maschen- 
promenade Street, Haldensleben/Magde- 
burg, Germany, is a resident of Germany 
and a national of a designated enemy 
country (Germany); 

2. That the property described as 
follows: 

(a) An undivided one half (&) inter¬ 
est in that certain debt or other obliga¬ 
tion of the Union Savings and Loan 
Association (formerly the Union Home¬ 
stead Association of New Orleans), 353 
Carondelet Street. New Orleans 12, 
Louisiana, arising out of three (3) fully 
paid share certificates of the Union 
Homestead Association of New Orleans, 
said certificates numbered 4289-91 in¬ 
clusive, registered in the name of Kathe 
Wachner. and presently in the custody 
of the National American Bank of New 
Orleans. New Orleans. Louisiana. Safe¬ 
keeping Receipt No. 1065, and any and 
all rights to demand, enforce and collect 
the aforesaid debt or other obligation, 
and any and all accruals thereto, and 
an undivided one half (%) interest in. 
to and under the aforesaid share cer¬ 
tificates. and 

<b> That certain debt or other obliga¬ 
tion of the National American Bank of 
New Orleans, New Orleans, Louisiana, 
arising out of a checking account en¬ 
titled Kathe Wachner, maintained at 
the aforesaid bank, and any and all 
rights to demand, enforce and collect 
the same, 

is property within the United States 
owned or controlled by. payable or de¬ 
liverable to, held on behalf of or on ac¬ 
count of. or owing to, or which is evidence 
of ownership or control by Elfrieda 
Wachner Herberg. the aforesaid national 
of a designated enemy country (Ger¬ 
many) ; 

and it is hereby determined: 

3. That to the extent that the person 
named in subparagraph 1 hereof is not 
within a designated enemy country, the 
national interest of the United States 
requires that such person be treated as a 
national of a designated enemy country 
(Germany). 

All determinations and all action re¬ 
quired by law, including appropriate con¬ 
sultation and certification, having been 
made and taken, and, it being deemed 
necessary in the national interest. 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
September 12, 1949. 

For the Attorney General. 

[seal] David L. Bazelon, 

Assistant Attorney General , 
Director, Office of Alien Property. 

[F. R. Doc. 49-8111; Filed, Oct. 7, 1949; 

8:59 a. m.J 


[Vesting Order 13810] 

Michi Hashimoto 

In re: Bank account and bonds owned 
by Michi Hashimoto. D-39-15097-A- 
1/E-l. 

Under the authority of the Trading 
With the Enemy Act, as amended. Exec¬ 
utive Order 9193, as amended, and Exec¬ 
utive Order 9788, and pursuant to law. 
after investigation, it is hereby found: 

1. That Michi Hashimoto, whose last 
known address is Inawashiro-Machi, 
Yama-Gun, Fukushima-Xen, Japan. Is a 
resident of Japan and a national of a 
designated enemy country (Japan); 

2. That the property described as 
follows: 

a. That certain debt or other obliga¬ 
tion owing to Michi Hashimoto. by 
Security-First National Bank of Los An¬ 
geles, Los Angeles. California, arising out 
of a savings account, Account Number 
391305, entitled Michi Hashimoto. main¬ 
tained at the Civic Center branch office 
of the aforesaid bank located at 110 
South Spring Street, Los Angeles 12, Cali¬ 
fornia. and any and all rights to demand, 
enforce and collect the same, 

b. Ten (10) Oriental Development 
Company, Ltd., Japan 6 % bonds of $1000 
face value each due March 15,1953, bear¬ 
ing the numbers 3142. 3473, 3474, 5569, 
5571. 6510. 9788, 14462, 17498 and 17500, 
registered in the name of Michi Hashi¬ 
moto, presently in the custody of Se¬ 
curity-First National Bank of Los An¬ 
geles, Civic Center Branch. 110 South 
Spring Street, Los Angeles 12. California, 
together with any and all rights there¬ 
under and thereto, and 

c. Twelve (12) Oriental Development 
Company, Ltd., Japan, 5 l /2% bonds of 
$1000 face value each, due November 1, 
1958, bearing the numbers 7674, 7696, 
7697,7698,8396, 14202, 16403, 16404, 1148, 
1824, 7672 and 7673, presently in the cus¬ 
tody of Security-First National Bank of 
Los Angeles, Civic Center Branch, 110 
South Spring Street, Los Angeles 12. 
California, together with any and all 
rights thereunder and thereto. 

is property within the United States 
owned or controlled by, payable or de¬ 
liverable to, held on behalf of or on 
account of, or owing to, or which is evi¬ 
dence of ownership or control by, the 
aforesaid national of a designated en¬ 
emy country (Japan); 

and it is hereby determined: 

3. That to the extent that the person 
named in subparagraph 1 hereof is not 
within a designated enemy country, the 
national interest of the United States re¬ 
quires that such person be treated as a 
national of a designated enemy country 
(Japan). 

All determinations and all action re¬ 
quired by law. including appropriate 
consultation and certification, having 
been made and taken, and. it being 
deemed necessary in the national in¬ 
terest, 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. 
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NOTICES 


The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
September 19, 1949. 

For the Attorney General. 

[seal] David L. Bazelon, 

Assistant Attorney General, 
Director, Office of Alien Property. 

|F. R. Doc. 49-8112; Filed, Oct. 7, 1940; 
8:50 a. m ] 


[Vesting Order 13863] 

Kinzo Abe et al. 

In re: Cash owned by Kinzo Abe and 
Others. 

Under the authority of the Trading 
With the Enemy Act, as amended, Exec¬ 
utive Order 9193, as amended, and Ex¬ 
ecutive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

1. That the persons whose names are 
set forth in Exhibit A, attached hereto 
and by reference made a part hereof, 
each of whose last known address is 
Japan, are residents of Japan and na¬ 
tionals of a designated enemy country 
(Japan); 

2. That the property described as fol¬ 
lows: Cash in the sum of $3,542.82 pres¬ 
ently in the possession of the Treasury 
Department of the United States in Trust 
Fund Account, Symbol 158915, “Deposits, 
Funds of Civilian Internees and Prison¬ 
ers of War”, in the names of the persons 
listed in said Exhibit A and in the 
amounts appearing opposite each such 
name, and any and all rights to demand, 
enforce and collect the same. 

is property within the United States 
owned or controlled by, payable or deliv¬ 
erable to. held on behalf of or on account 
of, or owing to, or which is evidence of 
ownership or control by, the aforesaid 
nationals of a designated enemy country 
(Japan); 

and it is hereby determined: 

3. That to the extent that the persons 
referred to in subparagraph 1 hereof are 
not within a designated enemy country, 
the national interest of the United States 
requires that such persons be treated as 
nationals of a designated enemy country 
(Japan). 

All determinations and all action re¬ 
quired by law, including appropriate con¬ 
sultation and certification, having been 
made and taken, and, it being deemed 
necessary in the national Interest, 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and 
for the benefit of the United States. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 
of Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
September 27, 1949. 

For the Attorney General. 

[seal] Harold I. Baynton. 

Deputy Director, 
Office of Alien Property. 


Exhibit A 


Name 

Amount 

OAP File No. 

Kinzo Abe__ 

$291.80 

F-39-6436-E-1 

Takazo Arita.. 

112.50 

F-39-6443-E-1 

Tokiiehl A sad a.. 

410. 98 

D-39-2292-K-1 

Toshizumi Ashita...._ 

SCO. 05 

F-39-6445-E-1 

Blsahurb Awa... 

304.00 

F-39-6446-E-1 

Kk'hizo En<lo. 

309.00 

F-39-6450-E-1 

Shosuke Fujihira. 

122 75 

F-39-0451-E-1 

TokuJIro Fuilnnmi.. 

409.00 

F-39-6453-E-I 

Mutaiehi Fujitani also 

351.62 

F-39-3913-E-1 

known as OeorKc Fujitani. 



Kinzo Furukawa.. 

307.20 

F-39-6220-E-l 

Hisakazu HamaKuchl. 

110.00 

D-39-3451-E-1 

Ifsu Hamano. also known as 

127.20 

F-39-6459-E-1 

Takcuchi Yasuichi. 



Hakaru Hara, also know n as 

100.64 

D-39-3567-E-1 

William Hara. 



Kenryu Hasegawa. 

151.06 

F-39-0465-E-1 


[F. R. Doc. 49-8115; Filed, Oct. 7, 1949; 
8:50 a. m.j 


[Vesting Order 13870] 

Anna Neumann-Burri 

In re: Stock owned by Anna Neumann- 
Burri. F-28-30174-A-1; E-l. 

Under the authority of the Trading 
With the Enemy Act, as amended, Exec¬ 
utive Order 9193, as amended, and Ex¬ 
ecutive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

1. That Anna Neumann-Burri. on or 
since the effective date of Executive 
Order 8389, as amended, and on or since 
December 11, 1941, has been a resident 
of Germany and is a national of a desig¬ 
nated enemy country (Germany); 

2. That the property described as fol¬ 
lows: Ten (10) shares of common stock 
of United States Steel Corporation, 71 
Wall Street, New York, New York, a cor¬ 
poration organized under the laws of the 
State of New Jersey, evidenced by one 
certificate numbered X142792, registered 
in the name of Brown Brothers Harri- 
man & Co., and presently in the custody 
of The Federal Reserve Bank of New 
York, together with all declared and un¬ 
paid dividends thereon, 

is property within the United States 
owned or controlled by, payable or deliv¬ 
erable to, held on behalf of or on account 
of, or owing to, or which is evidence of 
ownership or control by. Anna Neumann- 
Burri, the aforesaid national of a desig¬ 
nated enemy country (Germany); 

and it is hereby determined: 

3. That to the extent that the person 
named in subparagraph 1 hereof is not 
within a designated enemy country, the 
national interest of the United States 
requires that such person be treated as 
a national of a designated enemy coun¬ 
try (Germany). 

All determinations and all action re¬ 
quired by law, including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national in¬ 
terest, 

There is hereby vested In the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. 

The terms “national” and “designated 
enemy country” as used herein shall 


have the meanings prescribed in section 
10 of Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
September 27, 1949. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Deputy Director, 
Office of Alien Property. 

[F. R. Doc. 49-8116; Filed, Oct. 7, 1949; 
8:50 a. m.[ 


[Vesting Order 13858] 

Barbara Konrad 

In re: Trust under the will of Barbara 
Konrad, deceased. File D-28-6333: E. T. 
sec. 2043. 

Under the authority of the Trading 
With the Enemy Act, as amended, Ex¬ 
ecutive Order 9193, as amended, and Ex¬ 
ecutive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

1. That George Konrad, Marie Kon¬ 
rad, Hilda Konrad, Franz Konrad, So¬ 
phie Klarmann, nee Konrad, Ludwig 
Amberg, Marie Gruber, Margarete May 
and Rosa Gruber, whose last known ad¬ 
dress is Germany, are residents of Ger¬ 
many and nationals of a designated 
enemy country (Germany); 

2. That all right, title, interest and 
claim of any kind or character whatso¬ 
ever of the persons named in subpara¬ 
graph 1 hereof, in and to the trust 
established under the will of Barbara 
Konrad, deceased, is property payable or 
deliverable to, or claimed by. the afore¬ 
said nationals of a designated enemy 
country (Germany); 

3. That such property is in the proc¬ 
ess of administration by Frank P. An- 
derwald, as successor trustee, acting 
under the judicial supervision of the 
Circuit Court of Cook County, Illinois, 

and it is hereby determined: 

4. That to the extent that the persons 
named in subparagraph 1 hereof are not 
within a designated enemy country, the 
national interest of the United States 
requires that such persons be treated as 
nationals of a designated enemy country 
(Germany). 

All determinations and all action re¬ 
quired by law, Including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national 
interest, 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
September 27. 1949. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Deputy Director, 
Office of Alien Property. 

[F. R. Doc. 49-8113; Filed, Oct. 7. 1949; 

8:50 a. m.] 























